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XCEPT for the correction of obvious errors, the bibliographic information is as given 

in the review or reviews. It is, therefore, in many cases incomplete and in some 
probably inaccurate. Each quotation immediately follows the name of the journal from 
which it is taken. Where no plus or minus trend is indicated, none is apparent in the 
review. The wealth of material available has made it necessary to omit reviews of books 
known to have been published in 1937, or earlier, and to use judgment in the listing of 
reviews of annuals and new editions of well-known books. Cross references have been 
omitted both in the text and in the index. The index is made according to the broadest 
of subject headings and the headings will be revised as the requirements of future 
material dictate. Space limitations have not permitted the publication of hundreds of 
reviews of books previously listed which have been duly recorded at the editorial office. 
Notations of additional reviews of books listed in T. B. R. I. will be sent upon request 
whenever available. The Editor. 
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At the end of each chapter general questions 
F. Manning.+ 
2/3 p. R. H. 


graphs. 
and _a few problems are included.” 

Frankiin inst.—Jl., My °39, p. 733, 
Oppermann. + 

662. Am. 
home calls. 
20c. 

Am. gas assoc. mo., My 739, p. 193, 1/2 col. 
“Presents a distillation of ideas that have worked and 
are accepted as standard practice in many companies 
throughout the country. A necessary handbook for 
home service departments, this study covers an im- 
portant function of gas company service work. Re- 
flected in this book is the fact that attitudes and 
techniques of home call work have changed to be- 
come more sales-slanted—unobtrusively but nonethe- 
less definitely.” 
opments in his science. To others it is an interest- 1663. Am. illustrated dictionary. 18th 
ing presentation of the beliefs that have been held ed. Phila., Saunders. 1607 p., 942 il., 100 
regarding the earth. To many it will be a surprise tab $7 50 
to see how recently logical interpretations of natural Columbia optometrist, My 39, p. 3, 1/2 col. ‘A 
ee have arisen; in on sh — how ae good medical dictionary is an absolute necessity in 
geology is as a science. ould Have a specia the office of a physician, both for the convenience 
interest for the mining engineer. Chapter IX is de- of the doct 1 hi 73 
voted to a discussion of the origin of metals and COE 85 Wer a6 Rie seuretary. . . fo well 
amg ref sce oe let i ee Brcengpe: Tog: printed and profusely illustrated. The definitions are 
FF. O. erences to we: OF m ——— aa clear. — color plates and tables are 

of great value in obtaining a great deal of desired 

1660. Aeby, J. Marchandises danger- information quickly. . . Is a book which can safely 
euses. 3rd ed. (in Fr., Engl. & German). be made a permanent addition to the library.” + 
Antwerp, L. Anversois, 1938. 60 belgas. 1664. American library assoc. Bd. on 
mn art d. transports internat. p. chemins d. fer, salaries, staff, and tenure. Classification and 

‘et 136, 1-1/2 col. + : pay plans for municipal public libraries. 

61. Albright, J. G. | Physical meteor- Chicago, Am. Lib. Assoc., 1939. 189 p. 
ology. N. Y., Prentice-Hall, 1939. 382 p., 2.25. 
il., tab., graphs, pl. = 

Jl. of eng. educ., Ap 739, 666, 4/5 p. “Is in- 
tended as an introduction to the physical explanation 
of important meteorological phenomena. The book 


1659. Adams, F. D. The birth and de- 
velopment of the geological sciences. Bal- 
timore, Williams & Wilkins. 506 p., il. 15 
pl. $5. 

Can. min. & met. bul., Ap 739, p. 134, 1/2 p. 
“Has .. . been able to convey the picture of a 
science starting in classical times, emerging slowly 
in the Dark and Middle Ages, to develop with re- 
markable rapidity in the latter half of the 18th cen- 
tury. The author has very happily chosen to end 
the history about the year 1825 when essentially 
modern ideas of geological history had come into 
being. The general reader is not, therefore, confused 
by some of the problems and controversies of modern 
geology, and the developments since 1825 are known 
to the professional geologists. . The geologist will 
use it as an authoritative history of the early devel- 


gas assoc. Home service 
N. Y., Am. Gas Assoc. 44 p. 


Public mgt., Ap °39, p. 124, 1/4 col. “These 
plans, which have been adopted by the Council of 
the American Library Association, include () a 
classification and score cards for municipal public 


assumes a general course in physics as a prerequisite. 
One of the outstanding features . . . is the 
large number of tables, graphs, and excellent photo- 


libraries; (2) standards of education, experience, and 
pay for personnel grades; and (3) personnel specifi- 
cations for library positions.” 
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1665. Am. public works assoc. 
rentals. Chicago, Am. Pub. Wks. 
1939. 120 p., tab. $1.50. 

Water wks. & sewerage, Ap °39, p. 159, 1/4 p. 
“In it is presented for the first time a detailed 
analysis of administrative practices employed when 
sewerage or sewage treatment facilities are financed 
on a service charge basis. The study which made 
this document available was undertaken by A.P.W.A. 
in cooperation with the Municipal Finance Officers 
Association. Contains a compilation of sewer 
service financing practices in more than 100 American 
cities, with a full discussion of methods and _pro- 
cedures employed. In addition to text, it contains 
75 pages of tables of ready reference material cover- 
ing methods, practices, and results in these citics.”” + 

Eng. news-rec., Ap 27 7°39, p. 72, 2/3 col. + 

Public mgt., Ap ’39, p. 124, 1/5 col. + 

1666. Am. public works assoc. Standard 
specifications for public works construc- 
tion. Sewers. Chicago, Am. Pub. Wks. 
Assoc. 69 p. $1. 

Am. city, D ’38, p. 97, 1/4 col. 
on ‘Sewers’ is to be added to its set of ‘Standard 
Specifications for Public Works Construction.’ The 
material covers specifications for (1) Materials and 
(2) Construction of Sewers. The Standard Specifica- 
tions are intended as guides to local engineers, to be 
modified to suit local conditions.”” + 

(See 3-6) 

1667. Am. soc. of mech. eng. 

code for compressed-air 
equipment. N. Y., Am. 
Eng. 9 p. 30c. 
_ Min. & met., Ap °39, p. 211, 1/3 col. “Is de- 
signed to cut down the number of accidents resulting 
from wide use of compressed air today in garages, 
for rock drilling, for mining machinery, for cleaning, 
chipping, hoisting, and numerous other industrial ap- 
plications. Includes specific recommendations for 
the construction and use of compressors, tanks, and 
pipe lines, with separate sections on receivers and 
on utilization apparatus.” + 

1668. Am. standards assoc. 
standards and safety codes (1939 ed.). 
N. Y., Am. Standards Assoc. Free. 

Welding eng., Ap ’39, p. 41, 1/4 col. “List in- 
cludes some 400 nationally approved standards, safety 
codes, and specifications indexed alphabetically and 
also industrially according to subject. These cover 
work in the fields of civil engineering, mechanical 
engineering, electrical engineering, automobile and 
aircraft, transportation, | ferrous metallurgy, non- 
ferrous metallurgy, etc.’ 

1669. Angelici, G. La produzione del 
latte nei suoi aspetti biologici ed economici. 
Rome, G. Angelici, via Savoia, 72. 69 p. 
3 lire. 

Lait, Mr ’39, p. 278, 2/3 p. G. 

1670. Babbitt, H. E.; 


“Another section, 


Safety 
machinery and 
Soc. of Mech. 


American 


Thieulin. + 
Doland, J. J. 


Water supply engineering. 3rd ed. N. Y., 
London, McGraw-Hill. 690 p., il. $6. 
Civil eng. (London), Ap ’39, p. 135, 1-1/6 col. 


“Ts undoubtedly a thorough work and covers a con- 
siderable amount of ground. Book is well illus- 
trated with photographic reproductions, drawings and 
graphs, and should not only prove attractive to the 
student, but is a useful work of reference for engi- 
neers engaged on gravity or pumping supply schemes.” 


Eng. news-rec., Ap 27 ’39, p. 72, 1/2 col. M. N. 


Baker. + 
Babcock & Wilcox, ltd. Research 


1671. 
and steam generation. London, Babcock 


& Wilcox, Ltd. Free. 

_ Steam eng., Ap "39, p. 279, 1/4 col. “An indica- 
tion of the activity in research now being undertaken 
by a leading engineering concern. A brief survey of 
the scope of their research is contained. . . Divided 
into 3 sections—-viz., Mechanical Section; Metallurgi- 
cal and Metallographic Section; and Fuel Section.” 


1672. Bailey, L. G. Description of the 


Review Index 





method of locomotive repair as carried out 
in the Khargpur workshops of the Bengal 
Nagpur railway. Calcutta, E. Indian Rail- 
way Pr., 1938. 21 p., 10 il., 9 tab. 1s. 3d. 

Internat. rail. cong. assoc.—Bul., Ap °39, p. 412, 
3/4 p. “Describes in this booklet the new organisa- 
tion set up for repairing steam locomotives on the 
belt system, introduced in the workshops about 1928. 

Description includes diagrams giving a very 

clear idea of the arrangement of the principal belt 
and the different subsidiary ones, with indications of 
the stages, the location of the machine tools, fitters’ 
benches, and the arrangements for effecting the pro- 
gressive movements of the parts under repair.’ 

1673. Bailey, L. H. The garden of 
larkspurs. N. Y., Macmillan. $3. 

Horticulture, Mr 15 ’39, p. 148, 1/4 col. ‘Writes 
with the lucidity and enthusiasm and with the com- 
prehensive knowledge which characterizes all of his 
work. This book, therefore, becomes one of rather 
special importance; and one may suspect that every 
dyed-in-the-wool garden maker will find a place for 
it on his bookshelf. Incidentally, the list of species 
cultivated in North America is more comprehensive 
than can be found in any encyclopedia.” + 


1674. Baldwin, F.G. C. History of the 


telephone in the United Kingdom.  Lon- 
don, Chapman & Hall. 728 p. 15s. 
Electrician, Mr 24 739, p. 372, 1/3 col. “Value 


of records of all descriptions is great when the rec- 
ords themselves are set out in a way in which their 
information can be readily absorbed. A great deal 
of unnecessary labour continually takes place because 
workers are unaware of what has been done previ- 
ously, in the history of their industry. Mr. Baldwin’s 
book has its chief value as a record of work done 
and progress made and can be confidently recom- 
mended.” R. M. C. 

1675. Banning, K. 

N. Y., Funk & Wagnalls, 1938. 364 p. 
$2.50. 

U. S. Naval inst. proc., Ja ’39, p. 100, 1-1/2 col. 
“Suggests a story of the capital of Maryland, but he 
offers instead a vivid description of life at the 
United States Naval Academy today. With the gift 
of compelling narrative, the author’s presentation of 
the atmosphere of the Academy and description of 
the typical midshipman are drawn from real life. . . 
Unfortunately, the author has been careless in his 
presentation of information in regard to historical 
realities, and in many instances his assertions are 
misinforming.””’ R. R. Duval. + — 

1676. Barnes, E. K. _ Practical wax re- 
cording. Inglewood (Cal.), Universal Mi- 
crophone Co., Ltd. II. 

Radio news , Je 739, p. 30, 1/4 col. “Has been 
reduced in size to fit the pocket for convenience and 
the amount of information has been increased to 
cover the many subjects relative to this highly spec- 
ialized field. Many illustrations are given so that a 
thorough picture may be given the reader who is 
interested in this art of wax recording. Equipment 
needed is discussed and the tolerances that must be 
followed if the desired results are to be had.” + 

(See 2-599) 

1677. Barron, J. A history of the Rib- 
ble navigation from Preston to the sea. 
Preston (Engl.), The Corp. of Preston. 
Il., maps. £1 Is. 

Engineering, Ap 7 ’39, p. 397, 1 col. “A com- 
prehensive volume dealing with the development of 
the control of the River Ribble from Preston to the 
sea, and with the construction of docks at Preston 
and Lytham in order to convert them to ocean ports. 

. Must be regarded as a semi-technical work; its 
principal interest is as an historical record of the 
constant fight to maintain the river as a navigable 
waterway to the sea, and of the different schemes 
advocated or executed. It is freely illustrated with 
diagrams of the various schemes and of works exe- 
cuted or in execution. It, however, suffers from one 
rather serious defect. Whereas maps, diagrams and 
plans are given in plenty, scarcely anywhere in the 
book is the third dimension used, and this absence of 
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cross-sections materially lessens the value of the work 
to the executive engineer engaged on similar prob- 
lems.” 

1678. Barron, L. The complete book 
of gardening. F Y., Doubleday, Doran 
& Co. 645 p., il. $1.98. 

Horticulture, ty 1 739, p. 180, 1/5 col. ‘‘Was 
prepared in the last years of the late Leonard 
Barron’s life and contains contributions from a num- 
ber of well known authors. . . Printing and paper 
might be a little better but there are many useiul 
illustrations including a frontispiece in color.’’ + 

(See 2-10, 3-3294) ; 

1679. Baxter, C. H.; Parks, R. D. Mine 
examination and valuation. 2nd ed. Hough- 
ton (Mich.), Mich. Coll. of Mining & 
Technology. 

Can. min. jl., Ap ’39, p. 225, 1/2 col. “Treats a 
somewhat difficult subject very well. Mine examina- 
tion is a reasonably straight-forward matter: but 
valuation is full of pitfalls, and the authors are to 
be congratulated upon the interesting treatment they 
have given to this part of their book. The building 
up of each method of valuation. is easily followed, 
and the examples are very clear. This is a valuable 
book for any mining engineer, and it has a particular 
appeal to those who, through engagement in practical 
operation, have permitted their knowledge of this 
subject to become a little rusty. 


1680. Beauchamp, W.; Mayfield, J. C3 
West, J. Y. Science problems for the 


junior high school. Bk. 1. es Scott, 
Foresman & Co., 1938. 432 p., il. $1.28. 
Sch. sci. & math., Ap 739, p. 394, 7 p. “The 
thing that prevents this from being just another text 
is the fact that so little material is attempted and 
that that material is developed so fully. The problem 
method is maintained consistently. . . The choice and 
number of illustrations are admirable.’”’ D. Doub. + 


1681. Beringer, C. C. Palaobiologie. 
Bewegung, umwelt und gestalt fossiler tiere. 
Stuttgart, F. Enke, 1939. 62 p., 60 il. RM 
4.40 


Naturwissenschaften, Mr 31 °39, p. 215, 3/4 col. 
W. Gross. — 

1682. Bernal, J. D. The social function 
of science. London, G. Routledge & Sons, 
Ltd. 12s. 6d. 

Inst. of fuel—Jl., Ap ’39, p. 253, 3/4 col. “A 
valuable book which should be studied carefully by 
all concerned in research and education. Much use- 
ful material not readily available elsewhere has been 
collected, but both the presentation of the facts and 
some of the conclusions drawn by the author are at 
least controversial. Main conclusion of the book 
is that research in Great Britain must receive more 
adequate financial support from the Government and 
must be more carefully planned.” + — 

1683. Beyaert, R. Les petits moteurs 
électriques. Paris, Dunod. 218 p., 172 il. 
78 fr. 

Electricien, Ap 1 °39, p. 163, 1/2 col. + 

1684. Binger, W. D. “What engineers 
do,” engineering for everyman. rev. ed. 
N. Y., Norton. 304 p. $2.75. 

Municipal sanitation, My °39, p. 296, 1/3 col. 
“This readable review of the work of the engineer 
will bring to the public a better understanding of 
the profession. The book reviews the progress in all 
branches of civil engineering from early historical 
times to the present day. Chapters describe material 
of construction, steel, concrete, foundations, survey- 
ing methods, bridges, building construction, highways, 
railroads, water supply, flood control, sewerage and 
Sewage treatment and refuse disposal. Of special 
interest to sanitary engineers is a popular review 
of sewage treatment and incineration practices.” + 


_ 1685. Bingham, W. V. Oral examina- 
tions in civil service recruitment. Chicago, 


Civil Serv. Assembly, 1939. 32 p. 50c. 
Pub. mgt., Mr ’39, p. 91, 1/3 col. ‘Considers 


briefly the problems involved in the use of oral 
examinations, and describes the oral interview meth- 
ods used by the employment board of the Pennsyl- 
vania Department of Public Assistance. Methods of 
training examiners, the use of a graphic rating 
scale, and other means for increasing the reliability 
and validity of interviews are suggested.’”’ + 

1686. Bird, F. L. Trend of tax delin- 
quency, 1930-38, N. Y., Dun & Brad- 
street, 1939. 33 p. $2. 

Public mgt., Ap 739, p. 124, 1/4 col. “Shows, 
for cities over 50,000 population, the trend of year- 
end tax delinquency, the ratio of total collections to 
the year’s levy, the collection of delinquent taxes, 
and accumulated delinquency. The significance of de- 
linquency statistics and recent trends in delinquency 
are discussed.” 

(See 1-2503, 3-3300) 

1687. Bissland, J. H. Rock gardens 
and what to grow in them. Boston, Hale, 
Cushman & Flint. 128 p. $1. 

Horticulture, Ap 15 °39, p. 204, 1/5 col. ‘The 
first of a series of dollar books being sponsored by 
the Massachusetts Horticultural Society under the 
name of ‘The Gardener's Library.’ It is well 
printed, carefully indexed and contains . . . detailed 
information about rock gardens, how to make them, 
and the kind of culture required by the many plants 
— . . There is a eins from the pen of 

. Cleveland Morgan of Montreal, Canada, a leading 
pad garden amateur. Rock plants for southern gar- 
dens as well as those for eastern and western states 
are included.”” J. C. Wister. + 

1688. Blackburn, B. Your garden this 
week. New Brunswick (N. J.), Rutgers 
Univ. Pr. $1. 

Horticulture, Ap 15 °39, p. 204, 1/5 col. “Writ- 
ten particularly for home gardeners in New Jersey 
and nearby states but its value is not limited to 
that somewhat restricted region. Detailed informa- 
tion is given about the work to be done each week 
throughout the year. Might have been dressed up 
a little to make it somewhat more attractive, but its 
lack of good illustrations should not lead readers to 
think that it lacks either in information or in in- 
terest.” J. C. Wister. + 

1689. Bock, F. Das optik-schaufenster. 
Berlin-Charlottenburg, F. Bock. >. 

ge utsche optische wochenschrift, Ap 9 ’39, p. 114, 
1 co 

1690, Borish, I. M. Outline of optom- 
etry. Chicago, V. J. LeGros & Co. 266 p. 
$5. 

Columbia optometrist, My ’39, p. 3, 1/2. col. 
“Covers a vast amount of subject matter in a simpli- 
fied form. The author’s unique style will be of 
considerable help to the reader because the subject 
matter is arranged under enumerated subheadings. 
The chapter dealing with the prescribing of bifocals 
is one of the most instructive I have ever read.” 


1691. Brit. astronomical assoc. Who’s 
who in the moon. comp. by Mrs. J. Ever- 
shed. (Mem. B.A.A., vol. 34, pt. 1, hist. 
sect.) Edinburgh, Neill & Co., 1938. 
4s. 6d. 

Astron. soc. of Pacific—Publ., Ap ’39, p. 130, 1 p. 
“This excellent memoir, compiled by the Historical 
Section of the British Astronomical Association, 
under the direction of Mrs. John Evershed, consists 
of a complete series of brief biographies, ranging 
from 3 to 10 or 12 lines, of all persons whose names 
have been used to designate lunar formations in the 
list adopted in 1935 by the International Astronomi- 
cal Union. That definitive list contains 672 named 
formations, of which 609 are personal names.” R. G. 
Aitken. 

1692. Broun, M. Index to North Ameri- 
can ferns. Orleans (Mass.), The Author, 
1938. 217 p. 

Botanical gaz., Mr ’39, 693, 1/2 p. “For more 
than 3 decades the study of North American ferns 
and their allies has increased the knowledge of 
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habitats and ranges, created changes in nomenclature, 
and suggested rearrangements of genera and species 
to fit present day phylogenetic concepts. This Index 
is the first successful effort to assemble such infor- 
mation for use of pteridological amateurs as_ well 
as specialists. . Consists of a list of pteridophytes 
of North America (north of Mexico) arranged alpha- 
betically by genera. Etymology and synonymy of 
names and the habitats and ranges of species are 
concisely given. The distribution of the species is 
so stated that the direction of its migration is evi- 
dent.” P. D. Voth. 

1693. Brown, G. W. Surgery of oral 
and facial diseases and malformations. 
4th ed. rev. Phila., Lea & Febiger, 1938. 
778 p., 1019 il., 12 col. pl. $10. 

Columbia optometrist, My ’39, p. 3, 2/3 col. 
“Author is especially well qualified in the field of 
plastic and reconstructive surgery by many years 
of active hospital experience in this specialty. He 
“gl to the reader a composite point of view of 
both the surgeon trained along orthodox medical 
lines, and the dental specialist who is primarily quali- 
fied with the reconstructive procedures in the oral 
cavity. . . Book is especially valuable for the physi- 
cian and surgeon who is called upon to treat traumatic 
injuries of the head.” + 

Brown, O. F.; Gardiner, E. L. 
The elements of radio communication. 2nd 
ed. London, Oxford Univ. Pr. 551 p., 164 
fig. 16s. 

Electrician, Ap 14 °39, p. 476, 1/3 col. ‘Authors 
must have found it difficult to retain the historical 
point of view in getting to the real material which 
is the basis of the technique to-day; but they have 
succeeded in this, the only possible way to make radio 
into a subject of educational value, as contrasted 
with a subject to be learned because its acquisition 
has immediate commercial value. Throughout there 
is an insistence on basic principles, but although the 
authors claim that it is but an elementary introduc- 
tion to the subject, it must be emphasised that many 
so-called experts in the field of radio would benefit by 
a more than casual perusal. Final chapters deal 
with television, a rapidly developing subject and one 
which ee be dealt with in such a small space.’ 


L. EC. Hf. 

Wireless wld., Ap 13 °39, p. 344, 5/6 col. O. P. + 

Elec. rev., Ap 28 ’39, p. 613, 2/5 col. C. G. C. + 

1695. Browning, G. H. Botany for fun. 
London, Lindsay Drummond, Ltd., 1938. 
176 p., il. 5s. 

Nature, Ja 28 ’39, p. 139, 1/2 col. “This delight- 
ful book is intended as a textbook, but is designed 
to engage the interest of young readers in the study 
of plant life. . . Technical terms, though not excluded 
altogether, are relegated to the background, and 
though the style of writing is attractively conversa- 
tional and non-scientific in the technical sense, no 
one would condemn the author for that. . . The illus- 
trations are good and the interpolation of interesting 
historic episodes adds much of value to the whole.” + 

1696. von Brunn, A. Graphische me- 
thoden zur l6sung von weschselstromprob- 
lemen. Bale, Schwabe & Cie. 243 p., 152 
il. 18 fr. suisses. 

Rev. gén. d. Vélec., Ap 8 ’39, p. 418, 


Cc. B. + 

1697. Buchanan, S. The doctrine of 
signatures: A defence of theory in medi- 
cine. (Internat. libr. of psychology, philoso- 
phy & scientific method.) London, Kegan 
Paul & Co., 1938. 205 p. 7s. 6d. 

Nature, D 3 ’38, p. 976, 3/5 p. “In the form of 
a plea for renewed freedom of speculation in thought, 
Prof. Buchanan has written a very interesting book 
in which he is not concerned with social and political 
restraints, but with the far more stultifying hesita- 
tions in the minds of thinkers of the present time. . . 
For this unhappy state of affairs, Prof. Buchanan 
prescribes 2 remedies, which he maintains are for- 
gotten rather than new. These are the use of sym- 
bols and of demonstration—or in other words, the 
application of the liberal arts—the trivium and the 


1/3 col. 


Technical Book 





Review Index 


The subject is 


quadrivium, to medical education. . . 
certainly a fascinating one, and Prof. Buchanan’s 
treatment of it, although necessarily rather fragmen- 
tary in a book of this length, is both stimulating and 
disturbing.” + 

1698. Buchner, P. Allgemeine zoologie. 
Leipzig, Quelle & Meyer, 1938. 372 p., 195 
il. RM 12. 

Naturwissenschaften, Mr 31 °39, p. 215, 
K. v. Frisch. 


1699. Cades, H. R. Handsome is as 
handsome does. N. Y., Appleton-Century, 
1938. 104 p., il. $1.50. 

Am. perfumer, Ap ’39, p. 82, 2/5 col. “This un- 
usual little book deals with the practical and effective 
manner in which mothers can make their daughters 
(we presume that the same applies to sons also) 
better looking. The author does not attempt the im- 
possible, and is too wise to suggest it. Child psy- 
chology is fully utilized. Every mother will welcome 
this up-to-date book.” 


1700. California (So.). Metropolitan wa- 


3/5 col. 


ter dist. History and first annual report. 
Los Angeles (Cal.), So. Cal. Metro. Water 
Dist. 355 p., il. 

Eng. news-rec., Ap 27 39, p. 72, 1/2 col. “Gives 


a history of the project to bring Colorado River 
water to Southern California together with a com- 
prehensive outline of the planning end construction 
of the 220-mi. aqueduct system. Attention is given 
to each phase of the undertaking such as surveys, 
location, financing, design, specifications and con- 
tracts, testing and purchasing. There are numerous 
pictures and reproductions of engineering drawings 
as well as much information, tabular and in text, 
on the use of water in the south coastal plain, con- 
struction costs, principal contracts, personnel and a 
copy of the Metropolitan Water District act.’””’ + 
1701. Callendar, G. S.; Egerton, A. C., 
comp. The 1939 steam tables. 66 p. 12s. 
6d. The 1939 heat-entropy diagram for 
steam. 4s. London, E. Arnold, 1939. 
Electrician, Mr 31 °39, p. 413, 1/3 col. ‘These 
tables in the new edition of these well-known steam 
tables, which are published for the Electrical Re- 
search Association, are based on direct measurements 
of total heat made since the Third Steam Conference 
held in New York in 1934. The Total Heat and 
Entropy tables have heen computed by interpolation 
from the smoothed differences between the experi- 
mental results and the former tabulated values in 
the ‘Revised Callendar Steam Tables (1931)’ and 
the specific volume values have been obtained in a 
similar manner, but the hasic values adopted are 
those agreed at the Third International Steam Table 


Conference. The values in the present table are 
nearer to the true properties of steam than those 
previously mentioned.” 

Beama jl., Ap ’39, p. 133, 1-1/2 p. V. Robin- 
son. + 

1702. Cameron, A. T. A text-book of 
biochemistry: for students of medicine and 
science. 5th ed. London, J. & A. Church- 
ill, Ltd., 1938. 414 p. 15s. 


Nature, D 3 ’38, p. 977, 3/4 col. “Any text book 
dealing with such a progressive subject as biochem- 
istry is naturally bound to become quickly out of 
date in parts, so the success of this work is of par- 
ticular value in offering the author opportunity of 
revision in the light of recent research. . . Has 
availed himself of the opportunity, with the result 
that this new edition has been almost completely re- 
written. The subject-matter has also been re-ar- 
ranged. Chapters on the biochemistry of the food- 
stuffs leave nothing to be desired. The rest of the 
hook deals with those branches of biochemistry essen- 
tial to students of medicine, and concludes with a 
consideration of pharmacology and of immunochem- 
istry and the chemistry of filterable viruses. The 
hook is a pattern of compression.” 


1703. Carlsohn, H., ed. Chemie und 
technik der gegenwart. V. 19: Vitamine und 
hormone und ihre technische darstellung. 
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Pt. 3: Darstellung von hormonpraparaten 


(ausser sexualhormonpraparaten). By E. 
Vincke. Leipzig, S. Hirzel, 1938. 162 p., 
1 il. RM 7.50. 

yen eggs ga Mr 31 ’°39, p. 215, 2/3 col. 
H. Dannenbaum. 

1704. Carrel, A.; Lindbergh, C. A. The 


culture of organs. N. Y., Hoeber, 1938. 
Growth, D ’38, p. 397, 1-1/3 p. ‘An extremely 
interesting and stimulating book which anyone con- 
cerned with the techniques of animal study might 
profitably read. Mr. Lindbergh has described the 
construction, assembly, and working of his very in- 
genious apparatus in a lucid and concise manner 
which does credit to his engineering background. 


Dr. Carrel has done equally well by the portions 
dealing with the techniques of handling the organs 
involved, their manipulation, and the anatomical 


changes which such organs undergo during their cul- 
tivation ‘in vitro’. . . When it comes to the physio- 
logical portions of the book as distinct from the 
technical, anatomical, and histological parts, the au- 
thors are obviously on much less firm ground.” 
P. R. White. + — 

1705. Carter, H. D. If you want to in- 
vent. N. Y., Vanguard Pr. 320 p. $2.75. 

Canadian chem., Mr ’39, p. 154, 1-1/5 col. ‘*Ob- 
viously .this work is the fruit of ripe study, con- 
siderable first-hand experience, and a sincere convic- 
tion, tempered with good humour, that no harm and 
much goed may come from the discussion.”’ + 


1706. Chambers, H. D. Yaws (Fram- 
boesia tropica). London, J. & A. Church- 
ill, 1938. 169 p., i 

Am. jl. of tropical med., Ja °39, p. 76, 2/3 p. 
“Author, who is Health Officer of the island of 
Jamaica, gives us a picture of yvaws as it is ob- 
served on that island and the book is filled with 


int eresting and valuable data regarding the problem 
of yaws in a region where it is very prevalent and 
where all of its, clinical and epidemiological phases 
may be studied.” C. F. Craig. 

1707. Cherne, L. M. Adjusting | your 
business to the new dJegislation. 
Tax Research 
1,056 p. (looseleaf) $12.85 

Factory, My ’39, p. 148, 1/4 col. “To guide the 
executive and attorney through the rules, regulations, 
— and decisions restricting business today, the 
fax Research Institute has interpreted the numerous 
regulations, and presented specific recommendations 
as aids to economical adjustment to and compliance 
with the Wage-and-Hour Law, Labor Relations Act, 
Pure Food and Drug Act, Federal Trade Commission 
Act, Robinson-Patman Act and others.” 


1708. Chopard, L. La biologie des or- 


aN. ” 


Institute of America, Inc. 


ihoptéres. Paris, P. Lechevalier, 1938. 

564 p., 453 fig. 

© i biologique, v. 73, fasc. 1-2, p. 255, 1/3 p. 
1709. Citizens’ housing council. Let’s 


look at housing. N. Y., Citizens’ Housing 


Counc. 10 p. 5c. 
Am. city, D °38, p. 97, 1/2 col. “Is condensed 
from the summary report of the Council’s commit- 


tees of experts representing various points of view 
of the housing problem.” 

1710. Civil service assembly. The Ger- 
man civil service act. Tr. by J. K. Pollock 
& A. V. Boerner, Jr. (Pamphlet no. 11.) 
Chicago, Civil Serv. Assembly, 1938. 55 p. 
50c. 

Soc. for adv. of mgt. jl., Mr ’39, p. 56, 1/2 col. 
PES. 6:5) Se many respects the most advanced public 
seen code in the world, and as such deserves 
thoughtful study by all persons interested in per- 
sonnel administration. Let it be added at once that 
the draft of this code has been completed under the 
republican regime, which was almost prepared to 
rromulgate it when the Nazis came to power. It will 
he easy for the informed reader to recognize those 
parts of the law which represent the accumulated 
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wisdom of a century and a half of a merit system.’ 
. S. Ascher. + 

1/11. Cohn, B. Tables of addition and 
subtraction logarithms with six decimals. 
London, Scientific Computing Service, Ltd., 
1939. 63 p. 10s. 

Brit. astron. assoc.—Jl., Ap ’39, p. 227, 1/2 p. 
“Were first published in Leipzig in 1909, and have 
been out of print for some time. . . Printed by a 
photo-lithograph process, it is identical with the origi- 
nal edition, but carries an additional preface in Eng- 
lish by Dr. L. J. Comrie. A concise account is given 
of the derivation of addition and subtraction loga- 
rithms, and worked examples of their application in 
the solution of spherical triangles are very clearly 
arranged. Suggestions for their use in other cases 
are given, both in astronomy and in the solution of 
ordinary problems. Of the tables themselves, it need 
only be said that they are to six decimals, ‘and will 


be found invaluable to workers who | ae use 
five or six figures in their computing.” J. G. P. + 

1712. Cole, G. D. H. & others. British 
trade unionism today. London, V. Gol- 
lancz, Ltd. 591 p. 7s. 6d. 

Colliery guard., Ap 14 ’39, p. 662, 1/2 col. “Is 
difficult to think of anyone interested in industrial 
affairs being without this valuable little book, so com- 
prehensive and compact, for .it will serve as work 
of reference and is not merely a statement of ‘ex 


parte’ views. Since Mr. Cole has invoked the aid of 
no less than 30 collaborators, many holding diverse 
views, we cannof expect to find in the book the same 
personal touch which illumined the books of Sydney 
and Beatrice Webb, but, from the standpoint of 
practical utility it is qualified to rank with them.”” + 


1713. Coleman, M. L. Bees in the gar- 
den and honey in the larder. N. Y., 
Doubleday Doran & Co. $1.75. 

Horticulture, Ja 15 ’39, p. 34, 1/4 p. “Profes- 


sional bee keepers would scoff at this a. but ama- 
teurs with two or three colonies or would- be amateurs 
with no colonies but with a yearning to handle bees, 
will find it both interesting and helpful.” + 

1714. Commodity research bureau, 
Commodity year book 1939. N. Y., Com- 
modity Res. Bur., Inc., 1939. 624 p. $7.50. 

Brewers dig., Ap °39, p. 41, 2/3 col. ‘Ambitious 
in its scope, this volume promises to be a_ highly 
valuable aid to all those dealing with commodities, 
especially since it is planned to publish it annually. 
The book is the first of its kind—combining an all- 
inclusive statistical reference work, a raw material 
encyclopedia and nine important fact-finding studies 
on commodities. The special studies cover such topics 
as governmental activities in commodities; relation- 
ship of stock prices to commodity prices; foreign 
exchange movements and commodity prices; war and 
commodity prices; U. S. balance of trade; interna- 
tional production control; and per capita consumption 
and population trends.” 

Bakers tech. dig., My °39, p. 234, 2/3 col. + 

1715. Concannon, D. C.; Taylor, J. N. 
Synthetic organic chemicals, world develop- 
ments and foreign markets. (Trade series 
no. 189.) Wash. (D. C.), Dept. of Com. 
164 p. 20c. 

Canadian chem., Mr °39, p. 66 (156), 1/5 col. 
A world survey of the synthetic organic chemical 
industry, developed from investigations made by U. S. 
trade representatives in all markets, the volume be- 
comes a fund of information on the state of manu- 
facturing, items produced, observations jon trading 
conditions, together with industrial data.’ 

Cooper, R. W. Municipal police 
administration in Texas. Austin (Texas), 
Univ. of Texas Publications, 1939. .320 p. 

Pub. mgt., Ap ’39, p. 91, 1/4 col. “This study, 
though written with special reference to Texas cities, 
is. in fact, a manual of police administration that 
will serve as a trustworthy guide to the practical 
police administrator whatever his geographical loca- 


tion.” 
1717. Corbett, Sir J. S 


inc. 


“ 


Naval opera- 
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vol. 1. 
1938. 


2nd ed. 
470 p., 


N. Y., Longmans, 
18 maps (sep. box) 


tions. 
Green, 
$12. 

U. S. Naval inst. proc., Mr °39, p. 404, 4 col. 
“Was the first work of its kind in the field and 
was of great value in obtaining a comprehensive view 
and understanding of many early events which had 
been shrouded in secrecy, and which, if reported at 
all, were usually presented inaccurately or distorted 
by self-interest. Volume of the Official History 
covered the operations, at first world-wide, from the 
beginning of the war down to and including the 
Battle of the Falklands, after which the critical area, 
except for submarine operations, was shrunk down 
to the waters adjacent to Europe. . . The second 
edition differs from its predecessor only in detail 
and by having been corrected up to date both in text 
and maps. Full advantage has been taken of all 
historical material that has become available since the 
publication of the first edition, particularly that from 
encmy sources.” Rr. Adm. C. W. Nimitz. + 

1718. Crane, M. B.; Lawrence, W. J. C. 
The genetics of garden plants. 2nd ed. 
London, Macmillan, 1938. 287 p., il. 12s. 6d. 

Tropical agric., My ’39, p. 116, 1/2 col. “New 
edition is expanded by fifty pages and re-arranged, 
and a good book has been made better. The expan- 
sion is chiefly due to the inclusion of very ~— 
researches, bringing the work as nearly up to dat 
as it is possible for any textbook dealing with Beg 
breeding to be. A happy combination of the re- 
sults of genetical researches with horticultural his- 
tory, and plentiful illustrations, make the work very 
readable, as well as informative, to anyone who has 
enough interest in the subject to have mastered the 
principles of plant genetics.” E. 

Gardeners’ chronicle, Mr 4 °39, D 141, 2/3 col. 
“Geneticists and biologists will need no stimulus to 
read this book, for besides finding an up-to-date re- 
view of the subject by specialists in this field they 
will learn much that has not yet been published 
elsewhere. The amateur breeder lacking a scientific 
background may feel that the earlier chapters suffer 
somewhat from compression, but the possibilities of 
new methods and future successful hybrids will surely 
lead him to make good this deficiency.” 

1719. Croft, T. Practical electric il- 
lumination and signal-wiring methods. 3rd 
ed. rev. by G. H. Hall. N. Y., McGraw- 
Hall. 351: p: $3. 

Factory, My ’39, p. 148, 
date information on incandescent lamps and their 
uses, illustrates and describes high-intensity mercury- 
vapor lamps and sodium-vapor lamps. Both interior 
and exterior illumination are discussed, and lighting 
requirements analyzed.” 


1720. Darby, H. C. 
gion. 


1/4 col. “Brings up to 


The Cambridge re- 
Cambridge Univ. Pr. 234 p., 58 fig. 
6s. 


Jl. of ecology, F ’39, p. 241, 2/3 p. ‘Was pre- 
pared as a handbook for the Cambr idge Meeting of 
the British Association (1938), and it was presented 
to members attending the meeting by the Syndics of 
the University Press. It is now re-issued in more 
permanent binding. . . Its value lies particularly in 
the fact that by a combination of circumstances the 
Cambridge district is representative of much of 
southern England in its variety of soils and solid 
geology, and, at the same time, is endowed with two 
areas, in the Fens and the Breckland, which are of 
especial and almost unique interest. . . Those inter- 
ested in regional survey in other districts will find 
the archaeological background especially interesting 
because the principles are stated and are clearly 
capable of being applied elsewhere.”” W. H. P. + 

1721. Davies, W. T. Trade associations 
and industrial coordination. Pref. by Lord 
Amulree. Forewd. by Sir E. Stockton. 
London, Machinery Users’ Assoc., Inc., & 
Pitman, 1938. 7s. 6d 

Beama jl., Ap ’39, p. 128, 1 col. ‘‘Has had, un- 
like most lawyers, long first-hand experience of mod- 
ern industrial life, and he gives generously of that 
experience. Lastly, he has given close study to eco- 
nomics and the modern trend, and has clear and 


Review Index 


positive ideas on the subject. These advantages are 
all apparent in his new book, and they outweigh 
some of its disadvantages, the’ chief of which are 
that it has no index, no summarized table of con- 
tents, and no table of cases.” i f 

1722. Defant, A., ed. Wissenschaftliche 
ergebnisse der deutschen Atlantischen ex- 
pedition auf dem forschungs- und vermess- 
ungsschiff “Meteor” 1925-1927. V. 3, pt. 1: 
Morphologie des Atlantischen Ozeans. Lief. 
2: Statistik der tiefenstufen des Atlantisch- 
en Ozeans. By T. Stocks. Berlin & Leip- 
zig, W. ae Gruyter & Co., 1938. 116 p., 
49 il. RM 22. 

Naturwissenschaften, Ap 
col. H. Mosby. 

(See 4-306) 

1723. Del Villar, E. H. Los suelos de 
la peninsula Luso-Iberica. Engl. text, some- 
what abridged, by G. W. Robinson. Lon- 
don, T. Murby & Co. 416 p., 59 tab., 28 
engr., col. map. 40s. 

of ecology, F ’39, p. 237, 1-1/4 p.. “Appears 
to be of considerable importance to pedologists and 
of considerable interest to ecologists. It deals with 
the soils of an area which shows an extremely wide 
range of climatic conditions, from high humidity to 
extreme aridity, and comparable to the range from 
the south of Ireland to arid North Africa. Soils 
are classified first into ‘series,’ the emphasis being 


14 °39, p. 245, 1-1/2 


laid on the dynamic implications of this word 
useful feature of the book is that data for vege tation 
types are given with the primary data. 
include full tables of chemical analyses 
rainfall and altitude. 
showing the 
l. eR, 


The latter 
along with 
There is an excellent 
distribution of the main 


data for 
coloured 
soil types. + ; 

1724. Dennis, M. C. What to do with 
herbs. N. Y., Dutton. $1.50. 

Horticulture, Ap 15 °39, p. 204, 1/5 col. “An 
interesting and unusual book, for it deals not with 
how to grow herbs but with the herbs themselves 
and what to do with them. It is filled with helpful 
recipes and suggestions about the use of herbs in the 
kitchen, closet, bath and in the making of choice 
French liqueurs. Even the approach is unusual, for 
the author simply leads one through her garden, 
pointing out the pecularities of each herb and how 
it should be used.” J. C. Wister. + 

1725. Desplas, B.; Moulonguet, P.; Mal- 
gras, P.  L’exploration radiologique post- 
opératoire de la voie biliaire principale. 
Paris, Masson & Cie., 1938. 120 p., 40 il. 
40 fr. 

Am. jl. of roentgenology, Ap 39, p. 659, 4/5 col. 
“Exploration of the bile ducts by the surgeon is 
difficult and often unsatisfactory, and calculi in the 
ducts as well as other abnormalities frequently es- 
cape detection. To reveal such conditions postoper- 
ative angiocholegraphy has been employed success- 
fully, and this book is an exposition of the method... 
The volume deserves unstinted praise and will be 
appreciated by roentgenologists everywhere.” B. R. 
Kirklin. 

1726. Dienes, P. Logic of 
Paris, Hermann & Cie. 18 fr. 

Génie civil, Ja 21 °39, p. 76, 1/6 col. 

1727. Doss, M. P. Physical constants 
of the principal hydrocarbons. 2nd_ ed. 
N. Y., Texas Co. 152 p. 

Chem. & met. eng., Ap °39, p. 231, 1/2 col. 
“Tabulation by chemical classes of data on the 
physical properties of hydrocarbons. The author has 
done a real service in bringing together the data on 
some 1.300 hydrocarbons. The bibliography contains 
1,397 references. A useful feature of the book is the 
provision of blank pages for the inclusion of data on 
additional hydrocarbons as they become available.” 
J. H. Boyd, Jr. + 

1728. Dunn, C. W._ Federal food, drug 
and cosmetic act. N. Y., Stechert, 1938. 
1370 p. $6. 


map 


algebra. 
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Am. perfumer, Mr 739, p. 54, 1/3 col. “A com- 
plete legislative record of the original 1906 food and 
drug biH and all succeeding bills introduced into 
Congress. leading up to the enactment of the present 
act is given in this foundation book. The texts of 
the various bills, Congressional hearings, debates and 
reports, etc., are given verbatim. It is an essential 
basis for a correct understanding of the law for it 
discloses what Congress intended its requirements to 
mean and its prohibitions to accomplish.’’ + 

1729. Dunn, C. W. Wheeler-Lea act. 
N. Y., Stechert, 1938. 517 p. $4. 

Am, ’ perfumer, Mr 739, p. 54, 1/3 col. ‘Like its 
companion volume on the Food, Drug and Cosmetic 
Act, this is a foundation book giving the complete 
legislative record of the act. A primary source 
of background information such as this is of value 
to all manufacturers who are affected by the act and 
who must model their practice to conform.” + 

1730. Dunne, J. W. The new immor- 
tality. London, 1938. 
157 p. 3s. 6d. 

Nature, D 17 739, p. 1052, 1 p. “Is intended to 
supply the general reader with a more or less popular 
account of the theories about time,and the self which 
Mr. Dunne has developed in considerable detail in 
his previous works, ‘An Experiment with Time’ and 
‘The Serial Universe’. . . Main object of this book 
is to expound and illustrate a theory of immortality 
which is closely bound up with the serial theory of 
time and the self. . . He is content to argue, by what 
seems to me to be quite unconvincing analogies, that 
the burden of proof lies on anyone who doubts this.” 
Cc. D. Broad. — 

(See 4-316) 

7p) Durell, F. 
tures. 3oston, B. 
Se. 

Sch. sci. & math., Ap ’39, p. 393, 1/5 p. -“A 
little book that deals with a number of somewhat 
varied topics on which the author has evidently been 
meditating for many years. Although there is little 
that could claim to be new, yet it makes interesting 
reading for any teacher of mathematics, and even an 
experienced teacher will pick up points of value in 
his work.’”” W. H. Carnahan. + 

1732. Dyktor, H. G.; Buxell, J. Health 
hazards and their control in the electroplat- 
ing industry. St. Louis (Mo.), Dept. of 
Public Health, 1938. 33 p. 

Nat. safety news, My ’39, p. 64, 1/4 col. “In 
addition to compiling existing authoritative informa- 
tion on some of the occupational and environmental 
hazards, associated with the electroplating industry, 
this manual has the auxiliary objective of drawing 
attention to the possibility of these hazards.” 

1733. Economy pumps, inc. Pump en- 
gineering handbook. Hamilton (O.), Econ- 
omy Pumps, Inc. 256 p. 

Munic. sanitation, My ’39, p. 298, 1/2 col. ‘148 
pages are devoted to engineering data and 108 pages 
to pump listings. A few of the subjects discussed 
are: Effect of changing speed on capacity head and 
horsepower; operation of pumps in series, operation 
of pumps in parallel; how to figure pump _horse- 
powers; how to use pump curves in connection with 
pipe system curves; kinds of electric motors for 
driving. pumps.’ 

1734. Edison institute. Dedication of 
the Wright brothers home and shop in 
Greenfield Village. Phila., Edison Inst. 
(Privately pr.) 

Jl. of the aero. sci., Mr °39, p. 225, 1/3 col. 

“Has given permanence to several of the interesting 
addresses made on that occasion. Dr. George W. 
Lewis gives his interpretation of the contributions of 
the Wright Brothers to Aeronautical Science and 
Engineering; Col. Frank P. Lahm tells of his early 
associations with them; Walter Brookins, their first 
civilian student, gives his impressions of shop work 
and flight instruction; Griffith Brewer tells of his 
meeting with Wilbur Wright in Europe, and W illiam 
J. Cameron, in his unique manner, eulogizes the epic 
achievement. Here may be found authoritative and 


Faber & Faber, Ltd., 


adven- 
157 p. 


Mathematical 
Humphries, Inc. 
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accurate impressions of the greatest historical event 
in aviation.” + 4 

1735. Eggert, J.; Schiebold, E., ed. Er- 
gebnisse der technischen r6éntgenkunde. 
vol. 6. Spannungsmessung an werkstiicken, 
by E. Schiebold. Leipzig, Akad. Vigsges. 
Il. RM 17.20. 

Engineering, Mr 31 °39, p. 366, 2/3 col. “Sum- 
marizes the studies of a number of German investi- 
gators on particular aspects of this intricate subject. 

Commencing with an explanatory statement of 
the symbols employed, the text proceeds to the dis- 
cussion of the basic principles and applications of 
the measurement of internal voltages with the aid 
of Réntgen rays, the influence of shape on the re- 
sistance, and the role of self voltages which play 
such an important part in technical applications. : 
Is the result of the collaboration of a number of 
authorities on Ré6éntgenray investigational work, is 
exceptionally well illustrated and is a notable addi- 
tion to the literature of the subject.” 

1736. Erlenbach, A. Flugzeug-leichtme- 
tallbau. Berlin, M. Matthiesen & Co., 
1938. RM 4.20. 

Inst. of metals—Mo. jl., Ap °39, p. 168, 1/5 p. 
“Consists of a number of data sheets, giving, in the 
most concise manner possible, information = the 
light alloys used in the aircraft industry.”’ H. I 
Phillips. 

1737. Ernst, Kk. 
keits-verbrecher 
Berlin, Springer, 
19.70. 

Jl. of heredity, F ’39, p. 52,-1/3 col. ‘“‘Following 
up the offspring of 93 Bavarians condemned tor 
crimes of violence, Dr. Ernst reports . . . the worse 
the record of the father (and also of the mother), 
the worse was likely to be the record of the children. 
P Analyzes the background and history of these 
(giving case histories in detail), but does not attempt 
to decide how much of the criminal behavior is con- 
ditioned by environmental factors.”” P. Popenoe. 


1738. Eucken, A. Lehrbuch der chem- 
ischen physik. 2nd rev. ed. vol. 1. Die 
korpuskalaren bausteine der materie. ed. 
by E. Bartholomé-Mannheim, G. Joos- 
G6ttingen, K. Schafer-Goéttingen, F. Sauter- 
Gottingen. Leipzig, Akad. Vigsges., 1938. 
717 p., 233 il. RM 40. 

Stahl u. cisen, Mr 2 739, p. 
Stablein. + 

1739. Fallek, E. Tableaux panoramiques 
pour l'étude des langues: latin, allemand, 
anglais, francais. Paris, 15, rue Galvani, 
E. Fallek. 30 fr. each picture. 

Génie civil, Ja 14 ’39, p. 52, 1/4 col. + 

1740. Fawcett, J. Designing for 
mass production. Pitman. 141 
p., tab. 8s. 6d. 

Metal ind. (London), Ap 21 739, p. 445, 3/5 col. 
“Is only an introduction to an exceedingly complex 
subject, and the treatment of the various sections is 
therefore rather brief. Nevertheless the author does 
succeed in his object of presenting the essential fea- 
tures in as clear a manner as possible, pointing out 
the advantages and limitations of the various methods 
and processes employed in mass production. After 
3 chapters dealing respectively with properties of 
materials, cast irons, and steels, and non-ferrous 
metals and plastics a short account is given of manu- 
facturing processes, followed by chapters on inter- 
changeable manufacturing processes, standardisation 
and specialisation, and drawings and _ specifications. 
Also an appendix gives | 8 tables of data useful to 
the production engineer.’ 

Brit. machine tool eng., Mr-Ap ’39, p. 119, 1/4 
col. + 

English mechanics, Ap 21 ’39, p. 38, 1/4 col. + 


1741. Feldman, H.; Smith, D. M. The 
case for experience rating in unemployment 
compensation and a _ proposed method. 


Ueber gewaltstaetig- 
ihre nachkommen. 


142 p., 10 il. RM 


und 


1938. 


295, 1/3 col. F. 


London, 








176 


Ns Vis 
$1. 

Factory, My °39, p. 148, 1/4 col. “Considering 
experience or ‘merit’ rating in principle and in prac- 
tice, the authors point out the value in the adminis- 
tration of unemployment compensation of providing 
incentives to employers to reduce certain types of ir- 
regular employment. The administrative problems 
in the experience-rating provisions of state laws are 
appraised, as well as those entailed in other proposals 
being considered.” 

1742. Fischer bearings co. Itd. Ball and 
roller bearings in marine work. . Wolver- 
hampton (Engl.), Fischer Bearings Co. 
Ltd. 

Marine eng. (London), Ap ’39, p. 112, 1 col. 
“Quite the best booklet which any firm has sent us on 
this subject. . . Apart from the novelty and artistic 
nature of the production, it is a booklet of really tech- 
nical value and interest to the marine engineer. Thus 
it examines the problem of calculating the size, num- 
ber, etc. of journal bearings fer an assumed marine 
shafting system, useful sketches supplementing the 
problem, which is worked out most fully and clearly.” 


1743. Folts, F. E. 
dustrial management. 2nd ed. 


Graw, 1938. 566 p. 

Soc. for advance. of mgt. jl., Mr ’39, p. 56, 2/3 
col. “‘While the book is primarily, as the author states, 
intended as a classroom text, the presentation and dis- 
cussion, with actual case examples, of such data under 
ehapter headings ‘Job Standards and Wage Payment,’ 
‘Job Security,’ and ‘Personal Relations’ make the 
book a timely one arid of value to those now in posi- 
tions requiring them to render decisions upon these 
phases of industrial activity. The one weakness, if 
it may be called such, of the book is the fact that the 
author at times leaves the case example data some- 
what incomplete thus making for ambiguity with re- 
gard to the solution of the problem presented. It is 
felt that if a case example is presented the actual de- 
cision made should be given and its merits and de- 
merits then discussed.”” F. Oakhill. + 

1744. Food industries catalogs and di- 


Ind. Relations Counselors, Inc. 66 p. 


Introduction to in- 
.. ¥., Mc- 


rectory, 1938-1939. N. Y., Food Ind., 1938. 
253). 1) 35. 
Brewers dig., Ap °39, p. 41, 2/3 col. ‘To afford 


the executives of food plants a handy guide and ready 
reference to the products of leading manufacturers of 
equipment, materials and supplies. Is divided into 
four sections. Section 1. Manufacturers Catalogs. . . 
Section 2. Classified Directory of Manufacturers of- 
fers a list of all manufacturers by product. Section 3. 
Food Regulations, Etc. . . Section 4. Alphabetical and 
Trade Name List contains the names of manufactur- 
ers (with available trade names) under the many head- 
ings in Section 2, re-arranged alphabetically. . . Its 
reproduction of illustrative material is rather poor, 
the illustrations themselves being of a somewhat out- 
moded type.” + 


1745. Foucaucourt, Barond. Vingt mille 
lieues dans les airs. Intro. by Gen. P. 
Weiss. Paris, Payot. Il. 32 fr. 


Flight, Ap 6 ’39, p. 352c, 1/4 col. ‘Describing a 
long-period tour of Europe and, later, of Africa, in- 
cluding both the west and east coast routes, it is un- 
fortunate for prospective English readers who are in- 
terested in this type of book that it is published in 
French. . . Is illustrated by quite a large number of 
photographs, mainly of subjects of terrestrial interest. 
In an introduction, General Pierre Weiss says some 
very nice things about both the book and the author.’’+ 

1746. Frazer, Sir J. Anthologia anthro- 
pologica: The native races of Africa and 
Madagascar. A copious selection of pas- 
sages for the study of social anthropology 
from the manuscript notebooks. Arr. & ed. 
from the mss. by R. A. Downie. London, 
P. Lund, Humphries & Co., Ltd., 1938. 
578 p., 10 il. 35s. 

Nature, Ja 7 °39, p. 5, 1 p. “Practice. which he 
has followed now for more than 50 years, of tran- 
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scribing in his note-books the exact words of any and 
every authority he has consulted, when it has provided 
material bearing on his work. Much of this extracted 
material by now is familiar to his readers through his 
laudable habit of quotation; but there is still a con. 
siderable residue, upon which he has not drawn; and 
of this quite a considerable proportion comes from 
authors whose works are now rare, inaccessible, or 
forgotten. In order that this valuable collection of 
facts—for the extracts almost invariable are factual— 
may not be lost, Mr. Downey, under the supervision 
of Sir James, has made an anthology of the more 
significant and interesting passages, with bibliographi- 
cal details, which he has arranged in geographical 
order with the view of publication in a number of 
volumes. The first, dealing with the native races of 
Airica and Madagacar is now issued.” + 

1747. Fritch, S. C. The truth about 
the railroads. Pasadena (Cal.), 2265 E. 
Orange Grove Ave. 105 p. (privately prtd.) 

Railway age, Ap 22 39, p. 706, 3/5 col. “It 1s 
virtually the whole truth. Secondly, it is told by an 
experienced railroad executive who knows what he is 
talking about—and who, since he has retired from 
active service, no longer has to be too guarded in the 
freedom of his expression. The result is an exciting 
and down-to-earth discussion of railroad problems. 
The ‘way out’ suggested by the author places the re- 
sponsibility on three parties—the railroads, the gov- 
ernment and the public—and is based on the principle 
that freedom be given the railroads to work out their 
own salvation.”? + 

1748. Fritz, W. 
technik. Berlin, V. 
RM .90. 


Milchwirtschaft und 
D:.. te 25 pf. TE Be. 


Génie civil, Ja 28 °39, p. 100, 1/5 col. 
1749. Fry, W.; White, J. R. 
Stanford Univ. Pr. (Calif.), 1938. 

$1.50. 

Jl. of forestry, Ap °39, p. 355, 1 col. ‘Is mostly 
about the Giant Sequoias or big trees, although on 
many occasions they are compared to their cousins the 
coast redwoods. The story... is written from many 
angles, such as their discovery, their naming, saving 
them from extinction by the ax, and their place in 
geologic history. Information is given on regeneration, 
size, age, distinguishing characteristics of bark and 
foliage, and mortality, much of which was gained 
through observation and study by the senior author. 
No claim is made by the authors to an exhaustive 
treatise, rather it has been prepared especially for the 
visitors to the = tree national parks and forests.” 
V. L. Harper. 

1750. von Fil chtbauer, R. Georg Simon 
Ohm. Ein forscher wachst aus seiner vater 
art. Berlin, VDI-Vlg. G.m.b.H., 1939, 254 
p., 28 il. RM 7.50. 

Electrotechnische zeit, 
H. Schimank. + 

1751 Gager, G. S. Botanic gardens of 
the world. 2nd ed. Y., Brooklyn Bo- 
tanic Garden. 406 p. $2.50 
_ Horticulture, Ja 15 °39, p. 34, 1/4 p. ‘First edi- 
tion . . . was incomplete in some respects because of 
the difficulty found in obtaining the information de- 
sired from foreign sources. In this edition, the gaps 
have been filled, such errors as existed have been cor- 
rected and a number of new institutions have been 
added. This book, therefore, is remarkably complete 
and comprehensive. In many instances, the infor- 
mation given is so extensive as to include classes, 
lectures, publications and the like.”? + 

1752. Geck, L. H. Soziale betriebs- 
fiihrung. Munich, C. H. Beck’sche Vlgs- 
buch., 1938. 130 p. RM 2.20. 

Stahl u. eisen, Mr 2 39, p. 295, 1/4 col. 
necke. 

1753. Gierdziejewski, K. 
foundry: 


Jig trees. 


126 p., il 


Ap 13 739, p. 464, 2/3 col. 


W. Rei- 


Course of 
vol. 3, Moulding sand and sand 
preparation plant. Warsaw, The Author. 
297 p., 286 il. (in Polish.) 


Foundry, My °39, p. 81, 3/4 col. “This volume 


deals with molding sand and sand preparation plant 
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used in a foundry. 

1754. Glazebrook, G. P. de T. 
tory of transportation in Canada. 
Haven (Conn.), Yale Univ. Pr. 471 p. $4. 

Military eng., N-D ’38, p. 470, 1/2 col. “A very 
complete history of the subject starting with the In- 
dian canoe and woods trail and carrying through the 
periods of canal building, development of Great Lakes 
routes, railroad building, and road building to in- 
clude projects still in progress. Running through is 
enough of the history of Canada to explain the mo- 
tives for and the effects of the development of trans- 
portation. . . A thorough, well written, and informa- 
tive work.” + : 

1755. Glover, C. W. Civil defense. 
London, Chapman & Hall, 1938. 299 p. 15s. 

Jl. of the aero. sci., Mr ’39, p. 226, 1/2 col. ‘‘Dedi- 
cated to the defenseless citizens, this book gives a 
more complete study of every phase of air defense 
than has been found elsewhere in one compilation. . . 
While all these measures seem far off to us in the 
United States, it is startling to find a book of this 
kind containing advertisements for much cf the equip- 
ment required for air protection.” 

1756. Gmelin’s handbuch der anorgan- 
ischen chemie. 8th ed. System no. 59, 
Eisen. pt. F: Nachweis und bestimmung 
von fremdelementen in eisen und stahl; abt. 
11: Eigentliche legierungselements, sons- 
tige elemente, sonderverfahren; Ifg. 1: Die 
meisten legierungselemente. Is. by Deutsche 


A his- 
New 


chemische gesellschaft. ed. by E. Pietsch. 
Berlin, Vlg. Chemie, 1938. 163 p., 6 il. 
RM 26. 

Physikalische seit., Ap 15 °39, p. 315, 1/4 col. G.- 
M. Schwab. + 

Hochfrequenz-technik u. elektroakustik, Mr 39, p. 


112, 1/4 col. J. Zenneck. 

(See 4-893, 4-1202, 4-1470) 

1757. Gmelin’s handbuch der anorgan- 
ischen chemie. 8th ed. System no. 22, 
Kalium. Lfg. 6: Schluss der verbindungen. 
155 p., 47 il. RM 29. Lfg. 7: Technische 
darstellung der kalisalze. 107 p., 1 il. RM 
22. Is. by Deutsche chemische gesellschaft. 
ed. by E. Pietsch. Berlin, Vig. Chemie, 
1938. 

Physikalische zcit., 
M. Schwab. + 

1758. Gmelin’s handbuch der anorgan- 
ischen chemie. 8th ed. System no. 66, 
Osmium. Is. by Deutsche chemische ge- 
sellschaft. ed. by E. Pietsch. Berlin, Vlg. 
Chemie, 1939. 100 p. RM 19. 

forage seit., Ap 15 739, p. 315, 
M. Schwab. 


1759, Gmelin’s handbuch der anorgan- 
ischen chemie. 8th ed. System no. 68, 
Platin. A: Das element. Lfg. 1: Geschichte 
und vorkommen der platinmetalle. Is. by 
Deutsche chemische gesellschaft. ed. by E. 


Ap 15 ’39, p. 315, 1/2 col. G.- 


1/8 col. G.- 


Pietsch. Berlin, Vlg. Chemie, 1938. 145 
p., 2 il., map. RM 22. 

Physikalische zeit., Ap 15 °39, p. 315, 1/8 col. G.- 
M. Schwab. + 

1760. Godwin, H. Plant biology: an 


outline of the principles underlying plant 
activity and structure. 3rd rev. & enl. ed. 
Cambridge Univ. Pr. 308 p. 7s. 6d. 

Gardeners’ chron., Mr 25 ’39, p. 184, 2/5 col. ‘“‘To 
those who desire a concise and up-to-date account of 
the plants’ inner workings . . . can be heartily recom- 
mended. . . Is primarily written for medical and bio- 
logical students at the universities, but nevertheless 
will appeal to plant lovers whe have an elementary 
knowledge of physics and chemistry. Its aim is to 
produce a coordinated picture of the plant as a whole 
and to stress the physiological functions of the sev- 
eral parts.” + 
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1761. Goulden, C. Refraction of the 
eye. 2nd ed. London, J. & A. Churchill, 
Ltd., 1938. 271 p., 181 il. 12s. 6d. 

Brit. jl. of ophthalmology, My ’39, p. 361, 1/2 p. 
“The author’s reputation as a teacher is borne out by 
the lucid and concise manner in which he has written 
about and enlivened this subject of refraction of the 
eye. This book composed from the substance of lec- 
tures given to the students taking the D.O.M.S 
course at Moorfields Eye Hospital contains all the es- 
sentials that an ophthalmologist should know about 
optics and the refraction of the eye.” 

1762. Grahl, F. Werkstoffpriifung. Mun- 
ich, C. Hanser, 1938. 79 p., il. RM 1.50. 

Met. & alloys, Ap ’39, p. MA 242, 1/6 col. “No 

‘Werkstattkniffe’ . starts with the usual 
description of specimens and methods for tensile test- 
ing, followed by compression, transverse, shear, tor- 
sion, notched impact, and hardness tests. . .. Material 
is available elsewhere, but this is a convenient com- 
pilation. It deals almost solely with metals.” H. W 
Gillett. +- 

1763. Gt. Brit. Imperial shipping comm. 


British shipping in the Orient. London, 
H. M. Stat. off. 132 p. Is. 6d. 
Marine eng. (London), Ap °39, p. 112, 1/2 col. 


“Of general interest . . . gives some surprising facts 
with regard to the position of Britain in the Orient.” 


1764. Gt. Brit. Political & economic 
planning. The gas industry in Great Brit- 
ain. London, P. E. r. 10s. 6d. 

Iron & coal trades rev., Mr 31 °39, p. 594, 1/2 col. 
“Ts one of the most interesting and valuable nd 
we have seen for a long time. It is in no sense a 
criticism of the gas industry, but a careful and entire- 
ly impartial examination of its present position and 
future development in the fuel economy of the coun- 
try. . . The main intention is to stimulate voluntary 
reorganization within the industry. As an authorita- 
tive work on a subject of national importance, the 
Report should be studied by all who are in any way 
interested in the place of gas in the fuel economy of 
the country.”? + 

Engineering, My 5 ’39, p. 524, 1 col. + 

(Report on the gas industry in Great Britain) 

Gas wld., Ap 1 739, p. 278, 1 1/2 p. “It is 
necessary to agree with all that is in the P.E.P. 
port to recognize in it a very valuable document, full 
of useful ideas and suggestions. The industry will 
peruse it very carefully with a view to making use of 
whatever parts seem good. Unquestionably many of 
the proposals made are in line with present-day trends 
within the industry, and the fact that we are satisfied 
with what is being done in certain directions will not 
blind us to the fact that in other directions the pace 
of progress is altogether too slow.” + 

Inst. of fuel—JI., Ap ’39, p. 253, 1 col. + 


not 
Re- 


1765. Gt. Brit. Political and economic 
planning. Report on the location of in- 
dustry. (Report by regional development 


and location of industry groups of P.E.P.) 
London, Political & Economic Planning. 
314 p. 10s. 6d. 

Steam engineer, My ’°39, p. 320, 3/5 col. “Under 
various headings the Report deals with the present 
location of industry, factors affecting location, trading 
estates, effects of the location of industry, towns and 
industry, defence and the location of industry, the 
need for balanced regional development, aims of na- 
tional industrial policy, proposals.” 

1766. Grimsehls lehrbuch der physik. 
Zum gebrauch beim unterricht neben aka- 


demischen vorlesungen und zum _ selbst- 
studium. Newly rev. by R. Tomaschek. 
V.1: Mechanik, warmelehre, akustik. 10th 


ed. Leipzig & Berlin, Teubner, 1938. 681 
p., 740 il. RM 19.80 
Elektrotechnische seit., 


Ja 26 ’39, p. 119, 
W. Bauer. + 


2/3 col. 


Physikalische seit., Ap 15 °39, p. 315, 1/4 col. 
Mobius. + 

Physical soc.—Proc., My 1 ’39, p. 559, 1/3 p. 
W.sS.S.+ 
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Hochfrequens-technik u. elektroakustik, Mr °39, p. 
112, 1/4 col. J. Zenneck. + 

(See 4-83) 

1767. Grove, A.; Cotton, A. D. A sup- 
plement to Elwes’ monograph of the genus 
Lilium. Pt. 6, f. London, Dulau & Co., 
1938. 4 pl. £2 12s. 6d. 

Gardeners’ chronicle, F 11 ’39, p. 91, 1 col. “Main- 
tains in the highest degree the very lofty standard 
chosen for the previous numbers. . . The first Lily 
described is L. myriophyllum. . . The last Lily figured 
and described is the recently introduced L. taliense.” 


(See 1-731, 4-84) 

1768. Griiss, G. Variationsrechnung 
(Hochschulwissen in einzeldarstellung). 
Leipzig, Quelle & Meyer, 1938. 255 p., 39 
il. RM 5.40. ° 


Zeit. f. angewandte math. & mech., Ap 
1/3 col. Hammerstein. + 


1769. Guilbert, G. L’orage. 
Ses mystéres. Sa _ prévision. 
Béranger. 15 fr. 

Aérophile, Mr ’39, p. 

1770. Guzzoni, G. 


°39, p. 126, 


Sa genese. 
Paris, Ch. 


XXIII, 1/2 col. 

Gli accial commun! 
e speciali. 2nd ed. Milan, Hoepli, 1939. 
666 p., 175 il. 120 lire. 

Met. & alloys, Ap ’39, p. MA 243, 1/2 col. ‘Has 
been entirely rewritten and considerably enlarged by 
some 200 pages and 175 figures. The section on alloy 
constructional steels has been tripled and that on cor- 
rosion and heat resistant steels doubled. The selected 
bibliographies have been brought through 1938. In- 
formation from Italian, English, French, German, and 
American sources, with now and then a bit from Rus- 
sian or Japanese, is worked into a unified whole. . . 
Point of view is that of the physical metallurgist, 
melting and other production factors being only in- 
cidentally dealt with. Cast steels are given: practic- 
ally no attention. Those topics that are covered are, 
on the whole, well handled. Since recent books of 
similar scope are available in English, the chief value 
to an English speaking reader lies in the selected bib- 
liographies which list outstanding publications in the 
world metallurgical literature on the various topics.” 
H. W. Gillett. + 

1771. Hailey, Lord. An African sur- 
vey: A study of problems arising in Africa 
south of the Sahara. (Is. by African res. 
surv. comm. under ausp. of Royal institute 
of internat. affairs.) London, N. Y. & 
Toronto, Oxford Univ. Pr., 1938. 1838 p. 
21s. 

Nature, Ja 7 1/2 p. “Following an 
appeal for a comprehensive survey of Africa and its 
problems made by General Smuts in his Rhodes Mem- 
orial Lecture in 1929, an authoritative committee was 
tormed to give effect to his proposal. . . The survey 
was conceived cn a grand scale and has been com- 
piled with imaginative insight and rare judgment. It 
takes into account every important aspect of the 
African scene. It is no mere compilation of facts, but 
a study in breadth and depth enriched by the intuitive 
and persevering genius of the master mind respon- 
sible for its direction and shape and the actual ma- 
terial it contains. . . Survey will commend itself to 
scientific workers because of its freedom from dog- 
matism, bias, cant or censoriousness.”’ A. G. Church.+ 

1772. Hanna, W. S.: Tschebotareff, G.; 
Shalifa, M. K. Research work carried for 
the period 1933-1936. Soil Mechanics Lab- 
oratory. Cairo, Univ. Fouad. 104 p., 95 
fi 


30. ». 2: 2 


g- 
Zénie civil, Ja 14 °39, p. 52, 1/4 col. 


_ 1773. Haworth-Booth, M. 
ing shrub garden. 
Ltd., 1938. 174 p., 51 il. 10s. 6d. 
vardeners’ chron., Ap 8 °39, p. 219, 3/4 col. ‘‘Has 
succeeded in presenting his work in a very attractive 
way, and apart from its very considerable value as 
a guide to the successful display and cultivation of 
shrubs, his discursive descriptions of points he wishes 


The flower- 
London, Country Life, 


Technical Book Review Index 


to emphasize will be appreciated by readers. On al- 
most every page his love of plants and his anxiety to 
place them under the best conditions to stimulate 
growth, but to produce as natural an effect as possible, 
are obvious, and one is compelled to think of the 
— 4g only as a gardener but as an artist.’ 


Ww. 
774 Hayes, Lt.-Col. T. J. Elements 
Chapman & Hall, 


of ordnance. London, 
1938. 32s. 6d. 

Engineer, Mr 31 °39, p. 400, 2 3/4 col. “Is es- 
sentially a new edition of McFarland’s ‘Ordnance and 
Gunnery,’ which, in its turn, has a respectable title, 
through Tschappat and Lissak, and it covers a pro- 
digious amount of ground. . Work can be recom- 
mended to instructors as an excellent background for 
lectures and practical work, and to engineers inter- 
ested in any branch of ordnance activity as a refer- 
ence book which, if it does not necessarily give them 
the answer to a query, will probably indicate where 
it can be found.” + 


1775. Heating, piping & air conditioning 
contractors nat. assoc. Heating, piping, 
and air conditioning —— engineer- 
ing standards. new ed. N Heat., Pip. 


& Air Condit. Contractors pry Assoc. 

Ind. stand., Ap ’39, p. 94, 1/3 p. “Is in the form 
of a loose-leaf binder, contains 5 parts; Part 1, cov- 
ering the figuring of radiation of boilers. . . Part 2, 
sizing of boilers. . . Part 3, referring to pipe sizes. 

Part 4, containing dimensional standards, has been 
revised to bring it up to date and to give the mem- 
bers the benefit of the latest work of the Sectional 
Committee on Standardization of Pipe Flanges and 
Fittings (B16). Several additions and revisions have 
been made in Part 5, which contains the data on air 
conditioning. A complete rearrangement of the ma- 
terial on summer cooling, and addition of new ma- 
terial makes this section useful as reference material.” 


a 

1776. Heberer, G. Die mitteldeutschen 
schnurkeramiker. (Ver6ffentlichungen der 
landesanstalt fiir volkheitskunde zu Halle, 
1938, V. 10: Beitrage zur rassengeschichte 
mitteldeutschlands. ) Halle (Saale), Ge- 
bauer-Schwetzschke Buchdruckerei A.-G. 
44 p., 16 tab. RM 8. 

Natur wissenschaften, Ap 7 39, 
F. K. Bicker. ' 

1777. Hector, J. M. Introduction to 
the botany of field crops. vol. 1, Cereals; 
vol. 2, Non-cereals. Johannesburg, Cen- 
tral News Agency, Ltd., 1936-1938. 1127 p., 
448 fig. £3.10 net. 

Botanical gaz., Mr ’39, p. 692, 3/5 p. “In two 
volumes the author has assembled a wealth of material 
on a wide variety of economic plants, usually classed 
as field crops. . . The treatment throughout is pre- 
dominantly from a systematic and structural view- 
point, although a few details of ecological or physi- 
ological significance are added. In so far as material 
has been available for compilation, the entire plant 
has been considered—anatomically, histologically, and 
cytologically.””, K. C. Hamner. + 

1778. Hegner, R.; Root, F. M., Augus- 
tine, D. L.; Huff, C. G. Parasitology, 
with special reference to man and domestic 
animals. . & London, D. Appleton- 
Century Co., Inc., 1938. 812 p., 308 fig. 

Am. jl. of tropical med., Ja ’39, p. 73, 2 1/2 p. 
“Ts a complete revision of the volume by Hegner, 
Root and Augustine, entitled Animal Parisitology 
(1929). Present volume consists of an introduc- 
tory chapter by Professor Hegner, a section of fifteen 
chapters on protozoology by Hegner, a section of six- 
teen chapters on helminthology by Professor Augus- 
tine, a section of twenty-two chapters by the late Pro- 
fessor Root, revised and enlarged by Professor Huff, 
a bibliographical section of 79 pages, and both author 
and subject indexes. . . Is best suited to the college 
student, with a background of introductory zoology, 
advanced invertebrate zoology and entomology, who 
desires to obtain a comprehensive viewpoint of the 


p. 231; 1.2/3 cal. 
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It is too advanced 
as a whole, 


field of present-day parasitology. 
for a beginning student and does not, 
meet the needs of a medical student.’”?’ + — 


1779. Heise, F.; Herbst, F.; Fritzsche, 


C. H. Lehrbuch der bergbaukunde. 
1, 7th ed. 
p., 576 il, 


vol. 

Berlin, J. Springer, 1938. 667 
tab. RM 22.50. 

Berg-u. hiittenmannische monaishefte, Mr ’39, p. 
71, 1 col. Fuglewiez. 

Gliickauf, Mr 739, p. 230, 1 col. O. — - 

Rev. univ. d. sath, Ap °39, p. 175, 1 col. L. D. + 

1780. Hennies, K. elec 
Berlin, Vig. d. Deutschen Arbeitsfront 
G.m.b.H., 1938. 193 p. RM _ 2.40. 

Brewers dig., Ap °39, p. 41, 1/3 col. “It is im- 
perative for the successful operation of a brewery 
that its key employees have a constant knowledge of 
cost, production, profit and loss, etc. It is the pur- 
pose of this booklet to help in the calculation of these 
factors by devising simple schemes which facilitate 
the use of figures. . . Because of its success in sim- 
plifying otherwise complex calculations, this book will 
j read with profit by all those whose mathematical 
training is not quite up to par.’’*+ 

(See 4-1220) 

1781. Hennig, E. Leben der vorzeit. 
Einfthrung in die versteinerungskunde. 
Munich, J. F. Lehmann, 1938. 144 p., 35 il. 
RM 6.40. 

Naturwissenschaften, Ap 246, 

W. Gross. + 

1782. Herbert, T. E.; Proctor, W. S. 
Telephony. V. 2. London, Pitman. 749 
p., il, diag., 443 fig. 20s. 

Electrician, Mr 24 °39, p. 372, 1/4 col. ‘Deals en- 
tirely with automatic apparatus. As happens in many 
other cases in these days of rapid advance, the au- 
thors found it necessary to include the standard iype 
of 2-motion switch in use by the Post Office in an 
appendix. . . The illustrations and diagrams have been 
carefully prepared and the authors have brought to- 
gether a great deal of information in an accessible 
form, which previously could only be obtained from 
scattered works. The book should prove of great 
value to students of telephony as it includes prac- 
ticaliy all information required for examinations in 
the subject of automatic telephony.’”’ R. M. 

Wireless eng., Ap 739, p. hay 1 col. H. E. W. + 

Engineering, ‘Ap 28 39, 494, 3/4 col. + 

Elec. rev., My 5 739, p. G40, 2/3 col. + 

(See 3-4066) 

1783. Hoff, H.; Netz, H. Die hiitten- 
werksanlagen. v. 1. Anlagen zur gewinnung 
und erzeugung der werkstoffe. Berlin, J. 
Springer, 1938. 468 p. RM 63. 

Met. «* alloys, Ap ’39, p. MA 243, 1/2 col. “Is 
intended for metallurgical and mechanical engineers 
and others interested in the design of metallurgical 
plants. The present volume deals mostly with fur- 
naces and general plant equipment used for the pro- 
duction of raw materials, while the second volume will 
pertain to equipment for the working and shaping of 
metals by rolling, forging, extruding and drawing. 
Can be recommended to teachers and embryo metal- 
lurgical engineers more than to full-fledged plant de- 


signers, although the last may in certain cases find 
it helpful.” E. Fetz. + 

1784. Hoffding, O. Die nichteisenme- 
tallwirtschaft der Sowjetunion. —Belicher- 
ode am Harg, C. Nieft, 1939. 146 p., maps. 

Metal ind. (London), Ap 21 739, p. 446, 1/3 col. 
“Supplies a survey of the Russian non- -ferrous metal 
industry in the light of official and unofficial state- 
ments and reports in the Soviet press. The reader is 
presented with a wealth of information—though in- 
evitably of doubtful accuracy—which is not easily 
procurable from other sources. The book deals in 
particular with economic problems—utilisation of 
plant, labour, raw materials—and the faults which 
have come to light during the ‘sabotage’ trials. Five 
maps at the end of the book show the situation of 
the principal metal deposits and plants in the Soviet 
Union.” + — 


14 739, p. 1 col. 
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Berg-u. hiittenmannische monatshefte, Ap °39, p. 


96, 1 col. R. Mitsche. + 

(Héffding, C., 152 p., 5 maps. Bleicherde am 
Harz, C. Nieft.) 

1785. Hopkins, B. S.; Davis, R. E.; 
Smith, H. R.; McGill, M. V.; Bradbury, 
G. M. Chemistry and you. Chicago, 


Lyons & Carnahan, 1939. 802 p : 

Sch. sci. & math., Ap ’39, p. 387, 2/3 p. “From 
the standpoint of atomic theory and industrial pro- 
cesses the book is very much up-to-date. A very com- 
plete appendix and glossary are other attractive fea- 
tures. One of the best written, most carefully 
planned and most interesting high school chemistry 
texts that has come to the reviewer's attention in re- 
cent years. The only possible criticism that we could 
make is that the book is rather appalling in size. 
D. Parker. + 

1786. Hersten, F. Die nationalsozial- 
istische leistungsauslese. Ihre aufgaben im 
bereich der nationalen arbeit und praktische 
vorschlage fiir ihre durchitihrung. Wiirz- 
burg, K. Triltsch, 1938. 135 p. RM _ 5.20. 


Siahl u. eisen, F 23 39, p. 244, 1/4 col. W. Rei- 
necke. + ~~ 
1787. Hovelacque, A.; Turchini, J. An- 


atomie et histologie de l’appareil urinaire et 


de l'appareil génital de homme. Paris, 
G. Doin. 310 p., 180 fig. 260 fr. 
Bull. biologique, v. 73, fasc. 1-2, p. 255, 2/3 p. 


1788. Hughes, H. K.; Miller, G. T. 


Trigonometry with tables. N. Y., Wiley. 
189 p., tab. $2. 
Sch. sci. & math., Ap ’39, p. 393, 1/3 p. “An 


elementary text in plane and spherical Trigonometry 
suitable for high school and college. The book is di- 
vided into eighteen short chapters which facilitates 
frequent review and testing and has the adv antage of 
isolating the topics so that some confusion is pre- 


vented. . . The tables are complete and well set up 
for use.” W. H. Carnahan. + 

1789. Hughes-Gibb, E. Trees and men. 
London, A. Moring, Ltd., 1938. 171 p., 11 


il. &s. 6d. 

Nature, Ja 28 ’39, p. 136, 3/5 p. “In a work in- 
tended not for the expert, but rather to awaken the 
public conscience to the desirability of, and in some 
cases the necessity for, protection of our trees and 
forests, both at home and throughout the world, sen- 
timent may play a useful part. Book is divided 
into three parts, the first of which includes a justifi- 
cation of sentimentality, and such themes as trees of 
the Bible, tree worship and the economic value of 
trees. Economic products become ‘The Gifts of the 
Tree to Man’ and the uncomfortable conditions of a 
treeless world are conjured up in a fantastic sketch. 
The second part deals with the manner in which man- 
kind has used and abused these ‘gifts’. Paper-making 
is given a chapter, which includes an account of the 
manufacture of pulp and paper and emphasizes the 
wastage that occurs in the non-utilization of damaged 
trees and the lop and top in the forest. Other prod- 
ucts discussed include turpentine, rubber and maple 
sugar. Several chapters are given up to afforestation 
in various parts of the world, emphasis being placed 
on the importance of forests in the conservation of 
water supplies. . . The book is illustrated by photo- 
graphs and by a number of drawings by Archdeacon 
Lonsdale Ragg, who with characteristic touch has 
caught the beauty and personality of his subjects.” 


. M. 
1790. Institute of radio engineers, 


inc. 
Standards on radio receivers, 1938. N. Y., 
Inst. of Radio Eng., Inc. 58 p., 15 il. 50c. 


Elektrotechnische szeit., 
F. Bergtold. + 

1791. Internat. assoc. of chiefs of police. 
Recruitment of policemen. Chicago, In- 
ternat. Assoc. of Chiefs of Police. 28 p. 50c. 

Am. city, D ’38, p. 97, 1/4 col. “Is intended to 
serve as a ‘stimulus to police departments every- 


Mr 28 '39, p. 384, 1/6 col. 
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= in the improvement of their recruiting meth- 
ods 

1792. Internat. city managers’ assoc.; 
Am. soc. of planning officials. The park- 
ing problem in central business districts, 
with special reference to off-street parking. 
Chicago, Pub. Admin. Serv. 28 p. $1. 

Am. city, Ja ’39, p. 95, 1/4 col. “First part of 
the study reports public and private off-street parking 
facilities in 147 cities. The second part discusses 
other factors which must be considered for the solu- 
tion of the parking problem in congested areas: park- 
ing-time devices; comprehensive traffic surveys; zon- 
ing; curb parking; mass transportation; and the im- 
plications for city planning which are involved in this 
question.” 

1793. Internat. labour off. 
construction and use of lifts. 
P. S. King & Co., Ltd. 200 p. 6s. 

Civil eng. (London), Ap 739, p. 135, 2/5 col. 
“Deals very fully with the subject matter, first de- 
scribing the various types of lift, and then proceed- 


Safety in the 
London, 


ing to analyse the different accidents which can arise. 
The safety devices in general use are then described, 
and the many factors which contribute to safety dis- 
cussed,”” + 

Engineer, Ap 14 739, p. 473, 1/5 col. + 
1/2 col. 


Nat. safety news, 
Roche. + 

1794. Internat. telephone consultative 
com. Proceedings, plenary meeting, Co- 
penhagen, June 11-20, 1936. N. Y., Inter- 
nat. Standard Electric Corp. 388 p. $2.50. 

Electronics, Ap °39, p. 36, 1/3 col. ‘‘Recommen- 
dations of the ‘Comité Consultatif International Télé- 
phonique’ in promoting and coordinating long-distance 
telephone communication on an international scale are 
described in this volume. An important feature is the 
index which covers all material in the 1934 as well 
as the 1936 edition and indicates whether the material 
is new, modified or maintained unchanged. The bib- 
liography of English, French and German publications 
contains over 1200 references covering all phases of 
the telephone art.”” C. W. + 

1795. Jacques, F. P. Canoe country. 
Il. by F. L. Jacques. Minneapolis, Univ. 
of Minn. Pr., 1938. $2.50 

Can. field-naturalist, Ja ’39, p. 13, 1/2 col. “An 
intimate narrative of a late summer canoe journey 
to the Quetico Reserve, western Ontario, and the 
adjoining Superior National Forest in Minnesota, as 
recorded by Mrs. Jacques who is here revealed as a 
sensitive poet-naturalist who lives every minute of 
her first canoe trip. The book is illustrated freely 
with dr rawings by her husband, the well-known nature 
artist.’ 


My ’39, p. 64, J. M. 


seit., 1/2 col. 


a 

1796. Jager, A. Untersuchung eines 
eingespannten gewOlbes und einer gewOlbe- 
reihe. Berlin, W. Ernst. 39 p., 21 fig., 15 
il. RM 4.35. 

Génie civil, Ja 14’ 39, p. 52, 1/5 col. 

1797. Jainski, P. Die spektale hellemp- 
findlichkeit des menschlichen auges und 
ihre bedeutung fiir die lichtmesstechnik. 
Berlin, Roth & Co., 1939. 62 p., 16 il., 20 
tab. RM 3.80. 

Physikalische Ap 1 °39; 9. 235, 

H. Schober. + " 

1798. James, H., ed. American plan- 
ning and civic annual. Wash. (D. C.), 
Am. Plan. & Civic Assoc., 1938. $3. 

Am. city, Ja ’39, p. 95, 1/4 col. “Contains the 
usual fine collection of talks given by authorities in 
the field, and at the Conference on State Parks, and 
the National Conference on Planning. The first part, 
National Parks. . . The second part, State Parks. . . 
The third part, on Planning, covers general phases 
ef national, state, regional and city planning, in- 
cluding housing, traffic, rural and agricultural zon- 
ing. education for planning, population and urban 
land problems, legislation, budgets.” 
(See 2-2656) 


Review Index 


1799. Jeffries, C. 
and its civil service. 
Pr., 1938. 259 p. 10s. 6d. 

Nature, Ja 14 °39, p. 43, 1 p. “This book, as ex- 
plained by Lord Harlech in his introduction, is an 
‘attempt to tell, as straightforwardly and simply as 
possible, the story of the development of the British 
Colonial service’. The author has had a difficult task, 
but has succeeded admirably in condensing into the 
pages of a comparatively small volume an immense 
amount of matter. . . Is to be commended to all who 
are in any way interested in colonial questions.” 


G. E. + 

1800. Jenkins, O. P. Geological map 
of California. Ist ed. (scale 1-500,000.) 
Sacramento (Cal.), Div. of Mines, 1938. $4. 
_ Econ, geol., My 739, p. 351, 1/2 p. “Is in 6 sec- 
tions, each measuring 32 x 42 inches, and over 80 
symbols are required to explain it. . . On it are 
printed in addition to the geological features index 
maps to topographic and geologic source data, maps 
showing the distribution of rainfall and glaciers, a 
mineral chart, a geomorphic map in 5 colors and a 
chart giving a condensed account of geologic history. 

. In spite of the fact that there are large areas on 
it ‘that are blank, there is an enormous amount of in- 
formation plotted in a way that is easily interpreted.” 
W. S. Bayley. + 

1801. Jenny, A. Die elektrolytische oxy- 
dation des aluminiums und seiner legier- 
ungen. Grundlagen und richtlinien fiir die 
praktische durchftihrung der eloxalverfahr- 
en. (Vol. 42 of “Technische Fortschritts- 
berichte.” ed. by B. Rassow.) Dresden 
& Leipzig, Steinkopff, 1938. 224 p., 107 il., 
36 tab. RM 15. 

Zeit. f. tech. physik., Ap ’39, p. 126, 1/3 col. T. 
Rummel. 

Inst. of metals—Mo. jl., Ap ’39, p. 168, 1/3 p. “Is 
intended to give an outline of the theory and prac- 
tice of anodic oxidation. and contains a mass of well- 
authenticated information within a relatively small 
compass.” H. W. L. Phillips. + 

1802. Johnson, J. * The relative mer- 
its of three methods of subtraction. (Con- 
tributions to educ. no. 738.) N. Y., Teach- 
ers Coll. Bur. of Publ., 1938. 76 p. $1.60. 

Sch. sci. & math., Ap °39, p. 390, 1 p. “Specific 
problem was to determine whether there is any differ- 
ence in efficiency between the methods of subtraction 
in whole numbers as used in this country. . . Those 
interested in a fuller explanation of the vital prob- 
lems connected with the teaching of subtraction of 
whole numbers, as well as a new method of procedure 
in educational measurement, will find the book a 
worthwhile contribution to their field of study. All 
teachers of mathematics and sciences, and those who 
teach the fundamentals should read and discuss the 
contents of this book.” J. J. Urbancek. + 

1803. Jordan, H. H. Orthopaedic ap- 
pliances. London, Oxford Univ. Pr., 1939. 
412 p., 176 il. 21s. 

Brit. jl. of physical med., Ap °39, p. 120, 2 cel. 
“A detailed treatise on a highly technical subiect in 
language which reads easily and delightfully and can 
be understood by anyone who has had a reasonable 
education. Deserves to be read for its merits as a 
classic dissertation, and for its complete iack of bias; 
for the fact that the reader is shown in detail the rea- 
son for every step in procedure and every detail of 
construction. Tf one does not agree with the reasons 
for the use of any appliance discussed, at least one 
has to ag that it is described in a masterly way. 


W. 
1804. " ieton A. W. 
the car. 3rd ed. (Motor manuals, 


London, Chapman & Hall, 1939. 310 p., 
249 fig. 6s. 


Overseas engineer, Ap ’39, 172, 1/2 col. ‘“‘Has 
rewritten a great part of the le and has discarded 
matter that has become out-of-date. The author has 
borne in mind that the book has been adopted as a 


The colonial empire 
Cambridge, Univ. 


The mechanism of 
ee 








Technical Book Review Index 


text-book in various schools and institutions, though it 
was originally intended for car owners, drivers and 
mechanics. New material included . . . deals with 
recent developments in independent front and rear 
wheel suspension, torsion bar springing, semi-automa- 
tic and fully-automatic clutches, gearbox improve- 
ments, variable speed ratio transmission systems, 
front and rear engine drive, braking systems, and 
new types of wheels and tyres. A very useful and 
handy book.” C. T. B. D. + 

(See 4-1841) 

1805. Kains; McQuesten. 
of plants. New ed. N. Y., O. Judd Publ. 
Co., Inc., 1938. 555 p., 600 il., tab. $3.50. 

Can. field-naturalist, Ja ’39, p. 14, 1/2 col. ‘“in- 
cluding all the many recent advances and discoveries. 

. While it is the kind of book that every naturalist 
who grows any plants, and every amateur gardener 
will want to have near him it gives abundant ad- 
vanced information to the professional plant grower, 
experimenter, teacher and student. There is an 
index to plant lists which give particulars for grow- 
ing each species, and also one general index to sub- 
jeet matter, figures and tables.’”’ H. 

1806. Kelser, R. A. Manual of veterin- 
ary bacteriology. 3rd ed. . Baltimore, Wil- 
liams & Wilkins, 1938. 640 p., il 

Am. jl. of tropical med., ja ’39, p. 75, 2/3 p. 

“Well sustains the reputation for accuracy and prac- 
tical value that preceding editions possessed. . Has 
been carefully rewritten and revised . and con- 
tains practically all the new and important data re- 
lating to the subject. .. Throughout the volume the 
conserva.ive treatment of subjects is noted and the 
opinions expressed are sound and helpful.” C. 
Craig 

1807. Klapp, E. Wiesen und weiden. 
Anlage, pflege und nutzung von griinland- 
flichen. Berlin, P. Parey. 164 il. RM 


Propagation 


. f. landwirischaft, 
Tornau. 

1808. Klingner, -F. E. Geologischer bau 
und mineralschatze der deutschen colonien 
in Afrika und in der Sitdsee. Berlin, 
Preuss. Geol. Landesanstalt, 1938. 62 p. 
RM 30. 


Berg-u. hiittenmaénnische monatshefte, Mr ’39, p. 
72. 3/4 col. Perz. 


1809, K6lnische geschichtsverein, ed. In 
verbindung mit d. Universitat u. d. Staat- 
lichen Dreikénigs-Gymnasium in KO6ln. 
Georg Simon Ohm als lehrer und forscher 
in Koln 1817 bis 1826. Koln, Kommis- 
sionsvlg. J. P. Bachem. 328 p., 6 il., 8 tab. 
RM 4.50. 


Elektrotechnische seit., Ap 13 ’39, p. 464, 4/5 col. 
H. Miller. + 


1810. Koning, J.G. E. H. P. 
L 


v. 86, no. 3, p. 248, 1 p. 


of small 


seagoing cargo ships with ratio = 6. 
Wageningen, Nederlandsch Scheepsbouw- 
kundig Proefstation. diag. 7.50 gldrs. 

Motor ship (Gt. Brit.), Ap ’39, p. 36, 1/2 col. “In 
very comprehensive form with the inclusion of an 
extremely large number of diagrams. 15 different 
variations with elliptical sterns and 5 variations with 
cruiser sterns were tested on 3 draughts, hence 60 
resistance curves have been cbtained. A summary 
of the particulars of all the variations is given, and 
for each variation and every draught tested there is a 
diagram showing the e.h.p. on a base of displacement 
for ships between 20 metres and 90 metres in length 
and for various speeds. Should prove most vaiuable 
to designers of vessels of small and moderate dimen- 
sions.” + 

1811. Kopaczewski, W. Traité de bio- 
colloidologie. V. 5: Etat colloidal et médi- 
cine. Fasc. 2: Liquides et tissus organ- 
iques. Paris, Gauthier-Villars, 1938. 149 
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P» H 4 col. pl. Fr. 100. 
Lait, Mr 39, p. 280, 2/3 p. G. Thieulin. + 


1812. Kovacs, R. Electrotherapy and 
the elements of light therapy. 3rd_ ed. 
London, H. Kimpton, 1938. 744 p., 307 il. 
57 tab. 35s. 

Brit. jl. of physical med., Mr 739, p. 88, 1 1/2 col. 
“Should be on the shelves of every specialist in phy- 
sical medicine, for it is a concise compilation ot the 
latest views on these subjects by the leading authori- 
ties in Europe, as well as in the United S.ates of 
America. . . Part 1 deals with the physics of elec- 
tricity, and proceeds to give to the newcomer in ‘his 
branch of medicine that essential knowledge which he 
must have if he is to use this therapeutic agent ra- 
tionally. Part 2 deals with physiology of electricity 
and its uses as a therapeutic agent. . . Part 3 deals 
with the Physics of Light Therapy, there being sep- 
arate chapters dealing with infra-red, ultra-violet, heli- 
otherapy and artificial ultra-violet therapy. The gen- 
eral practitioner, who may not be in a_ position to 
give his patients physical treatment in his own con- 
sulting room will find Part 4 most helpful to him, 
for here there are chapters on the various diseases 
which are being treated, in many cases successfully, 
by electrotherapy and light therapy. . . The book is 
profusely illustrated, and each chapter has a complete 
list of references of the names of various authors 
whose works have been referred to.” H. T. + 

1813. Kraft, E. A La turbine a vapeur 
moderne. 2nd German ed. Tr. by W. 
Maclot. Paris, Dunod. 283 p., 245 hg. 
115 fr. 

Génie civil, 

Tech. moderne, Mr 15 

(See 1-159) 

1814. Kroeber, E.; Wolff, W. H.  <Ad- 
ventures with living things. A general bi- 
ology. N. Y., Heath, 1938. 798 p., il. $1.96. 

Sch. sci. & math., Ap 739, p. 389, 2/3 p. “A 
fairly voluminous high scheol biology. This text is 
divided into three parts as follows: I—The Many 
Living Things of This Earth. II—How Plants 
and Animals Live. . . I11—Great Generalizations of 
Biology.”” A. G. Zander. ‘ 

1815. Kurth, G. Rasse und stand in 
vier Thiringer dérfern. (Deutsche rassen- 
kunde, v. 17.) Jena, G. Fischer, 1938. &2 
p., 3 charts, 43 il., 24 tab. RM 7.50., 

Anatomischer anz., Mr 13 ’39, p. 45, 1 p. K. H. 
Roth-Lutra. + 

1816. Kiister, A. Heimat industrieland. 
Ein bilderbuch der arbeiterseidlung im 
rheinisch-westfalischen industriegebiet. II. 
by R. vom Endt. Leipzig, Lithe & Co., 
1938. 40 p. RM 1.90 

Siahl u. eiser, F 23 
Wetzel. + 

1817. Kutakoff, B. A. Plane fundamen- 
tals for flyer’s license. Newark (N. J.), 
Power Publ. Co., 1938. 112 p. $1.50 (litho.) 

Jl. of the aero. sci., Mr ’39, p. 225, 1/8 col. 
“Should not be regarded as textbook, but merely as 
useful guide in correlating the information gained by 
reading standard books on the subject listed. 
Adopts what seems to be the preferable procedure of 
asking fewer questions but going into a greater de- 
tail in the answers, and making use of a larger 
number of explanatory diagrams.” 

1818. Lacroix, A. Figures de savants. 
vol. 3: l'Académie des sciences et 1’étude 
de la France d’outre-mer de la fin du XVII 
siécle au début de XIX. 1: Antilles et 
Guyane. 220 p., 38 il. vol. 4: l’Académie 
des sciences et l'étude de la France d’outre- 
mer de la fin du XVII siécle au debut du 
XIX. 2: Mascareignes, Madagascar, Inde, 
Indochine, Pacifique. Paris, Gauthier- 
Villars, 1938. 259 p., 150 fr. net. 


Ja 28 ’39, p. 100, 3/7 col. + 
°39, p. viii, 3/4 col. + 


"39, p. 244, 


1/3 col. A. 


59 il. 
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Nature, D 3 ’38, p. 974, 3/5 p. “In these 2 well 
illustrated volumes, the permanent secretary of the 
Paris Academy of Sciences has collected a very use- 
ful and instructive series of short notices of the 
distinguished Frenchmen who promoted the cause of 
science in the French Empire during the later part 
of the 17th and 18th centuries. . . Vol. 3 contains 
notices of those working in the West Indies, Guiana, 
the Mascarene Islands, Madagascar, India and Indo- 
China. The last 4 countries are again represented 
in vol. 4 together with West Africa. A_ separate 
section in this volume is devoted to the family of 
Jussieu, five of whom were distinguished naturalists. 
The volume ends with a plea for some central organi- 
zation to deal with research at the present day. 

Is full of illuminating if disjointed appreciations of 
the great men of science of France.” J. N. L 


1819. Lanchester’s “Potted Logs.” Pt. 2. 
London, Taylor & Francis. 10 p. Is. 

Electrician, Mr 31 ’39, p. 413, 1/5 col. ‘This 
booklet contains three additional tables to those con- 
tained in the first part. They are: A direct reading 
table of Log covering numbers ranging from 1 to 
108 in L€N (anti-log) form; a table of five-figure 
logarithms in the ordinary NL form, which is fa- 
miliar and handy for rough work; and a table in 
anti-log form to the base 1.059463, which will be of 
interest to the musician.’ 


1820. Lass, J. Leitfaden der photo- 
graphie. 188 p., 108 il., 15 tab. Erlangen, 
R. Buch, 1938. 

Zeit. es techn. physik, Ap °39, p. 127, 1/3 col. 
F. Guldenpfennig. + 

1821. Laurans, R. Le probleme de 
l'amélioration des laits de consommation 
dans le Puy-de-Dome. Clermont-Ferrand 
(Fr.), Imp. Mont-Louis, 1938. 48 p., 1 map. 

Lait, Mr °39, p. 280, 2/3 p. G. Thieulin. + 

1822. Leavens, D. H. Silver money. 
Sponsored by the Cowles comm. for re- 
search in economics. (Monograph no. 4.) 
Bloomington (Ind.), Principia Pr., Inc. 
439 p. $4. 

Eng. & min, jl., Ap °39, p. 82, 3/7 col. ‘*Com- 
ment upon this notable work will be found on pages 
27 and 28 of this issue. The subject is dealt with 
in 31 chapters, supplemented by a lengthy appendix. 
Of major interest here is the author himself.”” + 

Mining jl. (Arizona), Ap 30 ’39, p. 14, 1/3 col. 


1823. Le Danois, E. 
toire et vie d’un océan. 
290 p., 54 maps. 30 fr. 

_ biologique, v. 73, fase. 1-2, p. 256, 1/2 p. 


“II. d. physique, Ap ’39, p. 104 D, 1/3 p. J. 
Langevin. + 

1824. Leet, L. D. Practical seismology 
and seismic prospecting. N. Y., Appleton- 
Century, 1938. 430 p., 185 fig. $6. 

Am, jl. of sci., Mr °39, p. 225, 1-1/2 p. “Is 
neither a technical mathematical treatise written pri- 
marily for research students, nor a popular exposi- 
tion that can be read as easily as a novel. It is a 
book from which a serious student or an educated 
layman can gain a clear understanding of the con- 
cepts and methods of modern seismology, provided 
he is willing to invest considerable time and thought- 
ful study. Mathematics as advanced as differential 
calculus is used only in some of the extended foot- 
notes, which are not essential parts of the treatment. 
... Is a valuable and welcome addition to the litera- 
ture of a subject that has assumed major proportions 
as an ally of geology.”’ C. R. Longwell. + 

1825. Lehmann, E.; Martin,O. Deutsches 
biologenhandbuch. Eine tibersicht iiber die 
deutschen biologen, die biologischen insti- 
tute und organisationen. 2nd ed. Munich, 
Berlin, J. F. Lehmann, 1938. 261 p. RM 8. 


Naturwissenschaften, Mr 31 °39, p. 216, 1 col. 
O. Koehler. + 


L’atlantique. His- 
Paris, A. Michel. 


1826. Lelu, P. Les corrélations humor- 
ales chez les invertébrés. Paris, Gauthier- 
Villars, 1938. 80 p. 30 fr. 
wi ag biologique, v. 73, fasc. 1-2, p. 256, 1/2 p. 

1827. Leonard, J. M. The direct tax 
burdens on low income groups. N. Y., 


Nat. Municipal — 1939. 36 p. 35c. 

Pub. mgt., Ap ’39, p. 91, 1/3 col. “A careful and 
courageous attempt a a comparison of the direct 
taxes levied on similar family groups in 150 cities. 
The city, special district, county and state taxes 
directly levied on a family of 4 persons with an 
income of $2,500 and a $5,500 home are computed 
for each of these cities. Officials and researchers 
will find here a helpful analysis of the elements tiat 
make up the cost side of the municipal ledger.’”? + 

1828. Letchworth, G., comp.  Descrip- 
tive list of the new minerals, 1892-1938. 
N. Y., McGraw-Hill. 257 p. $3.35. 

Can. min. jl., Ap °39, p. 225, 2/5 col. “Contains 
all new mineral names since Dana’s classic. By 
referring to this new work, the busy mineralogist 
will save himself the time and trouble of searching 
through much literature to find descriptions of new 
minerals. It gives references, crystal system, form, 
colour, hardness, specific gravity, chemical composi- 
tion, formula, and prominent localities. In fact it 
tells the whole story, and is one of the most useful 
compilations that has come under this reviewer's 
hands for a long time.” + 

1829. Lewis, E. In search of the gyr- 
falcons: an account of a trip to north-west 
Iceland. With a memoir of the author. 
London, Constable & Co., Ltd., 1938. 235 
p., 24 il. 12s. 6d. 

Nature, D 31 738, p. 1141, 1/2 p. ‘“‘Describes a 
journey recently made by ‘Ernest Lewis’ (the pen- 
name which Ernest Vesey took to hide his identity). 

. Book is simply and graphically written, and an 
intense love of all living creatures stands out from 
its pages. . . The hardships of Icelandic life, and 
the cold beauty of that country, are also ee 
vividly before the reader in this fine book.” 3 
Gordon. + 

1830. Lohse, U. Maschinen formerei. 


Berlin, Springer; London, Penton Publ. Co. 


Steel, Ap 10 ’39, p. 72, 1/4 col. “Is one of a 
series of workmen’s handbooks and discusses in detail 
various phases of molding by machine. It covers 
principles of molding machines, machines employing 
some hand ramming, hand squeezer machines, pneu- 
matic squeezers, jolt machines, squeeze-jolt machines, 
centrifugal sand throwing machines, and special mold: 
ing processes. Different types of core machines also 
are described.” 

1831. Liibbert, H.; Ehrenbaum, E. Hand- 
buch der seefischerie nordeuropas. V. 8: 
Die seefischerei der skandinavischen und 
osteuropaischen lander. No. la: Die nor- 
wegische seefischerie. By O. Sund. Stutt- 
gart, E. Schweizerbart, 1938. 181 p., 212 il. 
RM 65. 

Naturwissenschaften, Mr 31 °39, p. 216, 1/2 col. 
W. Schnakenbeck. + 

(See 1-1186) 

1832. McClendon, J. F. Iodine and 
incidence of goiter. Minneapolis, Univ. of 
Minn. Pr., 1939. 116 p 

Endocrinology, Ap °39, “a 583, 2/3 p. ‘Deals 
especially with the world distribution of iodine in 
soils, water, air, plants and animals; with the world 
distribution of goiter and cretinism; and with the 
methods for the microdetermination of iodine. . . The 
greatest value of this work will be as a reference 
volume for specialists in this field because of its 
detailed reference to and extensive bibliography of 
the literature of the present century. A critical sum- 
mary of the chapters on distribution of iodine and 
goiter similar to that of the chapter on iodine deter- 
minations would greatly extend the usefulness of 
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this monograph.” 


1833. MacColl, R. 
don, J. Cape. &s. 6d. 
Flight, Ap 6 °39, p. 352c, 2/3 col. ‘‘A most enter- 
taining story by a Fleet Street man who, soon after 
a not-too-auspicious incursion into a business life, 
found himself appointed as private secretary to that 
almost legendary flying millionaire, the late Van-Lear 
Black of Baltimore. Mr. MacColl describes their 
various long-distance flights together.’ + ’ 
1834. Machinery & allied products insti- 
tute. Capital goods and the American en- 
terprise system. Chicago, Machinery & 
Allied Products Inst. 86 p., chart. Free. 
Factory, My 739, p. 146, 1/4 col. ‘Discusses the 
economic and social principles underlying the inter- 
relationships of the capital goods industries and the 


A flying start. Lon- 


American system of competitive private enterprise 
today.” 

1835. Machinery’s handbook. 10th ed. 
Ed. by E. Oberg and F. D. Jones. N. Y., 
Industrial Pr. 1815 p. $6. 

Metal ind, (N. Y.), Ap 739, p. 193, 2/3 col. 
“New material consists. mainly of very important 


new or revised engineering or manufacturing stand- 
ards, machine shop data, and’ a vast amount of 
general information required by the designers and 
builders of all types of machines or other mechanical 
products. Complete book is divided ints 134 main 
divisions, featuring subjects of especial importance 
to everyone responsible adh the design or construction 
of anything mechanical.” 


Machine design, My 139, p. 54, 1/2 ” oh 

Product eng., My °39, 222, 1/2 col. a" 

1836. McIntire, J. . - Rhyne, Cc. S.- ed. 
Municipalities and po law in jos 


Wash. (D. C.), Nat. Institute of Municipal 
Law Officers, 1938. 222 p. $3. 

Am. city, D 738, p. 97, 1/3 col. “The proceedings 
of the midyear meeting of the National Institute of 
Municipal Law Officers, is the first volume of a 
projected series of volumes to be issued under this 
same title, reporting the meetings of the Institute. . . 
Covers the legal aspects of a wide variety of sub- 
jects; taxation, new sources of revenue, wages for 
city employees, ordinances and ordinance enforce- 
ment, drunken drivers, housing and slum clearance, 
relief, public utilities, tort liability and municipal 
contracts.”” + 

1837. McKenny, M. A book of wild 
flowers. N. Y., Macmillan. Il. $2. 

Horticulture, Ap 15 °39, p. 204, 2/5 col. ‘An 
attempt to interest young children in the beauty of 
our wild flowers, and to this reviewer, at least, it 
seems that the attempt cannot fail to be successful. 
The text is very simple and yet tells a great deal 
about the flowers. The illustrations are beautiful 
and so accurate that anyone could recognize the 
plants from them. . . Is not a complete guide to wild 
flowers, nor a manual, nor is it suitable for botanists 
or advanced students, but to all lovers of the beauti- 
ful, it forms an important contribution’ to the litera- 
ture of our wild flowers, and to the casual visitor 
to our woodlands, it will be as valuable to the adult 
as to the child.” J. C. Wister. + 

1838. Mangham, S.; Hockley, A. R. 


Biology for pharmaceutical students and 


others. London, Bailliére, Tindall & Cox, 
1938. 613 p., il. 21s. 
Nature, Ja 14 ’39, p. 48, 1/2 col. “A comprehen- 


sive, though elementary, survey of the subject; but 
it is difficult to believe that the authors were suffi- 
ciently alive to the needs of those for whom the 
book was specifically written, namely, students pre- 
paring for the preliminary scientific examination of 
the Pharmaceutical Society of Great Britain. One 
explanation of the undue length is that the authors 
have borne in mind the students’ later needs in phar- 
macognosy and physiology but to forestall this later 
teaching in the student’s first year is doubtful policy.” 


1839. Matscheck, W.; Atkinson, R. C. 
Problems and procedures of unemployment 
compensation in the states. Chicago, Pub. 
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Admin. Serv. 85 p. $1.25. 

Factory, My 739, p. 146, 1/4 col. ‘“‘Based on more 
than 2 years of study and field investigation in two- 
thirds of the states that paid unemployment compen- 
sation during 1938, this report focuses attention 
upon administrative matters raising questions about 
procedures and legislative action. Such problems con- 
tronting federal and state administrators, as coverage 
and contribution collection, benefit procedure, employee 
earnings records, base period and benefit year, weekly 
benefit rate, partial unemployment, seasonality, and 
merit rating are analyzed.” 


1840. Mayer, A. Sols et fondations. 
Paris, A. Colin. 94 il. 17 fr. 50. 

Rev. d. l'ind. minérale, Ap 1 °39, p. 127, 1/2 col.+ 

1841. Mechanism of the car. 3rd ed. 
London, Chapman & Hall. il. 

Engl. mech., Ap 7 739, p. 486, 1/3 col. ‘The 


third volume of a series of inexpensive motor manu- 
als. . . Brings right up to date the earlier (second) 
edition and describes with a large number of clear 
illustrations all the component parts of the modern 
motor-car. . Contains much invaluable information 
on front-wheel driven and rear engine-driven cars, 
inc dependent front- and rear-wheel springing systems, 
the torsion bar method oi springing, synchromesh, 
pre-selector and hydraulic transmission systems, fluid 
flywheels, the latest friction clutches, brakes, steer- 


ing systems, back axles, etc.” + 
(See 8-1841) 
1842. Mennell, J. The science and art 


of joint manipulation. vol. 1. London, J. 


& A. Churchill, 1939. 233 p., 284 il. 18s. 
Brit. jl. of physical med., Ap °39, p. 120, 1-1/2 
col. “The first of 2 volumes of a work, of which 


the second volume (on the vertebral column) is to 
appear later on. The author, who has done so much 
to place on a scientific basis what is commonly 
known as ‘bone-setting,’ and what until recently was 
practised almost exclusively by bone-setters and other 
irregular practitioners embodies much of his 
knowledge of the science and art of joint manipula- 
tion of the extremities.” E. Cyriax. + 


1843. Metal statistics, 1939 ed. 
Am. Metal Market. 632 p. $2. 


Blast furnace & steel plant, Ap °39, p. 
col. ‘Contains the usual assortment of statistical 
information on ferrous and non-ferrous metals and 
miscellaneous economic subjects and attention is di- 
rected to the fact that numerous additions and altera- 
tions have again been made. Added features include 
a new series of monthly tables on foreign and do- 
mestic copper production, deliveries and stocks; cop- 
per refiners’ bids for No. 1 wire scrap; rolled steel 
‘production for sale,’ molybdenum, ferrosilicon, mag- 
nesite. . Book is without doubt one of the most 
valuable of its kind and should find a place on the 
desk of every interested individual.” 

(See 3-2784) 


1844. Metropolitan heating and air con- 
ditioning council. Gasco installation guide. 


N. ¥., 


412, 1/3 


N. Y., Am. Gas Assoc. 6 p. 10c. 
Heat. & vent., Ap °39, p. 54, 2/3 col. “In order 
to guide contractors, heating engineers, and archi- 


tects and to assist home-owners in securing the best 
in gas winter air conditioning in the New York 
Metropolitan area, the Metropolitan Heating and Air 
Conditioning Council has prepared a set of recom- 
mended practices for the installation of gas w’uter 
air conditioning in new homes. Guide is divided into 
11 main sections each dealing with a specific item, 
such as approval requirements, heating unit, installa- 
tion of furnace and air ducts. In each one of these 
sections recommendations are made as to the proper 
procedure in sizing, selecting, or installing the equip- 
ment. . . The recommendations are intended only as 
a guide for proper and adequate installation of gas 
winter air conditioning systems for new houses and 
should not be construed as a code of minimum re- 
quirements.”? + 

1845. Middleton, H. 
tative organic analysis. 
nold & Co. 279 p. 8s. 6d. 

Chem. age, Ap 8 ’39, p. 260, 1/3 col. ‘Is in- 
tended mainly for the training of students in the 


Systematic quali- 
London, E. Ar- 
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general methods employed in the identification of 
organic compounds. During its preparation the author 
personally examined over 600 purely organic sub- 
stances and a large number of their metallic deriva- 
tives. Conditions, necessary for a definite result, 
were found for every test, and then systematic 
schemes of analysis were built up. By following out 
the schemes and the instructions for a preparation 
of the derivatives students obtain decisive results, 
and thus gain confidence in their work. . . For stu- 
dents taking lecture courses, but not requiring ana- 
lytical work, the book provides rapid exercises in 
the processes employed in practical organic work, a 
special index of such exercises, not involving analy- 


sis, being included.” + 
1846. Miller, D. F.; Blaydes, G. W. 


Methods and materials for teaching biolog- 
ical sciences. A text and source book for 
teachers in training and in service. N. Y. 
& London, McGraw, 1938. 109 p., fig. $3. 

Sch. sci. & math., Ap ’39, p. 388, 2/3 p. “Should 
fill a long felt want in the field of biology teaching 
especially for the young teacher who has not as yet 
acquired a teaching background, in this particular 
field. The book has the psychological range from 
the junior high school to the junior college level. 
This volume should show the teacher how not to 
rely too much on a textbook; it guides him in the 
selection and the procuring of pertinent and inter- 
esting: teaching aids and how they may be effectively 
used.” A. G. Zander. + 

1847. Mitchell, B. & L. P. Practical 
problems in economics. N. Y., Holt & 
Co., 1938. 596 p. $3.50. 

Am, city, D ’°38, p. 99, 1/4 col. ‘Have inten- 
tionally presented, not a source book of material on 
economic problems, but a digest of information on 
all sides of these questions, including conclusions 
reached by the authors. They have been particularly 
interested in analyzing, in relation to each of the 
problems discussed, the trend away from unrestricted 
competition, and toward cooperation and control; how 
much further and at what pace it will continue. 
Clearly, orderly style and presentation make this 
book excellent for use as a textbook.” + 

1848. Molleson, G. C. Paints and paint- 
ing. Phila, D. McKay Co. 247 p., il. $2. 

Factory, My 739, p. 146, 1/4 col. ‘To assist the 
maintenance engineer and others responsible for 
preservation of buildings and equipment, and the 
purchasing agent, the author has compiled practical 
rather than technical information about the formula- 
tion, properties, and application of various paints, 
their suitability to various purposes, the corrosion 
of metals and decay of wood. A description of the 
most generally used pigments and vehicles is given; 
also, approximate formulas for different uses of paints 
and varnishes, and formula numbers of the Federal 
Specification Board, the Army and Navy, and the 
American Society of Testing Materials.” 

1849. Monnier, A.; Mouton, M. La 
technique de l’éclairage des automobiles. 
pref. by A. Blondel. Paris, Dunod. 224 
p., 79 il. 88 fr. 

Automotive ind., Ap 22 739, p. 519, 1/2 col. 
“After a discussion of the French regulations re- 
garding automobile lighting the authors deal with 
the theory, the engineering principles, and the pro- 
duction of automobile headlamps, and with methods 
of inspecting reflectors, lenses and bulbs. They dis- 
cuss the optimum distribution of light in the beam, 
and methods of obtaining this distribution; they also 
study the propagation of luminous ‘rays through foggy 
atmospheres and the physiological effects produced 
by these rays. A comprehensive bibliography on 
automobile lighting is a feature of the work.” + 

850. Monsarrat, K. W. Human pow- 
ers and their relations. Liverpool, Univ. 
Pr.; London, Hodder & Stoughton, Ltd., 
1938. 289 p. 10s. 6d. 

Nature, D 24 738, p. 1100, 1/2 col. “Offers an 
excellent example of constructive thinking in theo- 
retical and practical philosophy. The problem of 
knowledge forms its central theme, and is taken as 
the basis of a more rational organization of human 
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relations. . . In contrast with the misguided appli- 
cation of idealism by totalitarian States, the vision 
implied in this book will be found both useful and 
refreshing.” T. G. + ; ; 

1851. Morse, H. K. Gardening in tlie 
shade. N. Y.. Scribner’s. 200 p., il. $3. 

Horticulture, Ap 1 ’39, p. 180, 1/5 col. “Bulbs, 
perennials, annuals, shrubs, wild flowers, woodland 
plantings, all are treated at length and in detail. In 
addition, there are instructions for making paved 
terraces in the shade, for the use of water in shaded 
gardens, for the construction of garden paths in 
shady areas and so on. Anyone having the problem 
of shade to contend with will find this book most 
useful.” ; ‘ 

1852. Morton, R. L. Teaching arith- 
metic in the elementary school. V. 1, pri- 
mary grades. 1937. 410 p. $2.40. V. 
intermediate grades. 1938. 538 p. $2.7 
N. Y., Silver Burdett Co. 

Sch. sci. & math., Ap °39, p. 391, 2/5 p. “Pre- 
sent a comprehensive treatment of the problems ot 
teaching arithmetic in the primary and intermediate 
grades. Throughout each book will be found excellent 
and practical suggestions for teaching the various 
arithmetical processes. . . Both books are well written 
and give a clear cut treatment of teaching precedures 
in arithmetic. They should find favor with students 
in pedagogy classes, teachers of methods, superin- 
tendents and principals.”” C. A. Stone. + 

1853. Muntz, E. E. Urban sociology 
N. Y., Macmillan, 1938. 742 p. $3.75. 

Am. city, Ja ’39, p. 95, 1/4 col. “Arrangement 
of this study makes it particularly suitable tor use 
as a textbook for the beginner on the nature of the 
problems attending modern city life and the attempts 
at their solution. The author has based his thorough 
work on the adjustments to urban life which com- 
munity interest demands; the realignment of rights, 
duties and personal freedom in the city environment; 
and the communal responsibility for housing, health, 
education and recreation. One of the outstanding 
features of the volume is the comprehensive descrip- 
tion of all the major attempts by private enterprise, 
limited dividend corporations, cooperatives and gov- 
ernments, both in Europe and the United States, to 
solve the problem of housing for the low-income 
groups.”” L. G. Dewey. + 

1854. Nagel, R. Entstaubungs- und 
liftungsfragen in der werkstatt. Berlin, 
VDI Vig., 1938. 42 p., il. RM 2. 

Met. & ailoys, Ap ’39, p. MA 242, 1/2 col. “Is 
evidently intended to inspire the industrial superin- 
tendent to transform his factory into a dust-free, 
well-aired workshop of the ‘model plant’ variety. 
The general phases of the j of pro- 
cesses, equipment and applications—-are treated 1n 
this book, and no attempt is made to cover the 
details of exhaust and ventilating system design. A 
very large number of the existing and potential appli- 
cations of air-cleaning and dust-removal systems are 
in the metallurgical industries. as is shown by ex- 
amining the ‘illustrations that make up a 14-page 
appendix to the book.” F. P. Peters. + 

855. Nat. comm. on municipal account- 
ing. Municipal audit procedure. Chicago, 
Nat. Comm. on Munic. Account., 1939, 54 


p. 50c. ; 

Pub. mgt., Mr °39, p. 91, 1/3 col. “A revision of 
a tentative outline published by the committee four 
years ago, this bulletin will serve as a complete guide 
in the audit of municipalities and other public bodies. 
The principles of municipal auditing are discussed, 
and a suggested procedure for a general complete 
municipal audit is included.” + 

1856. National recreation assoc. Com. 
on standards of outdoor recreation areas in 
housing development. Play space ‘in new 
neighborhoods. N. Y., Nat. Recreation 
Assoc., 1939, 23 p. 25c. 

Public mot., Ap °39, p. 124, 1/4 col. “Describes 
the types of recreational areas that should be pro- 
vided for a community and suggests standards which 
will assure residents in new housing developments a 
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reasonable opportunity for a well-balanced outdoor 
recreation life.” 

1857. Neame, H.; Williamson-Noble, F. 
A handbook of ophthalmology. 3rd 
London, J. & A. Churchill, 1939. 332 

189 il. 13s. 6d. 

Brit. jl. of ophthalmology, My °39, p. 360, 1/3 p. 
*‘Addressed to general practitioners and students. . 
Contents are of a practical character concerning com- 
mon ocular disorders seen in daily practice, in the 
ophthalmic out-patient department and among medical 
in-patients in a general hospital. In this edition 
several adjustments and minor alterations in the text 
have been made. . . The purpose of contact glasses 
and the indications for their use have been amply 
described. A section dealing with vitamins and the 
eyes has been added, and with the co-operation cf 
Lt.-Colonel Harold Williamson, I. . S. (retired) 
and Lt. Colonel E. W. O’G. Kirwan, I. M. S., the 
chapter devoted to tropical ophthalmology has been 
brought up to date.” + 

1858. Newhouse, F. 
the upper Nile. 
102 p., 11 fig. 6s. 

Overseas engineer, Ap °39, p. 172, 2/3 col. ‘From 
his intimate knowledge of his’ subject the author 
writes of the various projects and shows their relation 
to the main problem which he states clearly, showing 
on the one hand the water requiremenis in Egypt, 
and on the other the sources of supply, such as Lake 
Victoria, Lake Albert, the swamps of Bahr el Gebel 

and Bahr el Ghazal. He gives also an estimate cf 
futtire reservoir capacity ad the cost, together with 
a time table which indicates that completion may be 
expected about the year 2010. his is a very inter- 
esting and instructive book and can be read with 
profit even by those who are not directly engaged in 
irrigation work.” C. T. B. D. 

ingiueering, Ap 21 °39, p. 475, 2/3 col. + 

(Pub. in collab. with Institution "of civil engineers.) 

— necr, Mr 12 ’39, p. 595, 1 col. 

vil eng. (London), My °39, p. 185, 1/2 col. + 

1850, Noble, L. H.; Everill, R. B. From 
forest to woodworker. Milwaukee (Wis.), 
Bruce Publ. Co., 1938. 252 p., il. $1.75. 

Jl. of forestry, Mr °39, 272, 1 col. “Prepared 

hy two teachers at a Junior High School in Beloit, 
Wis., primarily for boys in woodworking classes, but 
also for workers in that field or for the man with 
the wood-shop hobby who enjoys the forests. It aims 
not only to serve one working with and finishing wood 
and caring for tools, but, as the title suggests, to tell 
something about the history of lumbering, including 
present-day manufacture, the grades of lumber, the 
principal wood-using industries, and forest conserva- 
tion. The forester, particularly the one versed in 
wood utilization, will find numerous points with which 
he will not agree. But the layman will pass these 
unnoticed without losing the broader purpose of the 
book.” J. B. Cuno. 
_ 1860. Nuttall, ‘G. C. Beautiful flower- 
ing shrubs, trees and heather. Rev. & 
brought up to date by R. Luff. London, 
Cassell & Co., Ltd., 1938. 260 p., 48 col. il. 
15s: 

Gardeners’ chronicle, Mr 4 °38, p. 141, 2/3 col. 
“Original author of this work appears to have chosen 
a number of genera or groups of trees and shrubs in 
which he was specially interested and to have devoted 
a chapter to each one, referring in some cases to the 
legendary associations and_ economic Properties of 
particular species, but not being very precise in his 
descriptions and cultural directions. In revision the 
author might have acted with more vigour by sifting 
wheat from chaff, and filling the _Space with better 
descriptive and cultural matter.” 


_1861. Nye, W. L. Practical aeronau- 
tical engineering. San Francisco (Cal.), 
Aviation Pr., 1938. 187 p., 164 il., 145 tab. 
$4. (Loose-leaf litho.) 

Jl. of the aero. sci., Mr °39, p. 210, 1/3 col. 
“Designed to ‘serve as an intermediate text for the 
student engineer actively interested in modern air- 
plane construction.’ It is intended as a continuation 


The training of 
London, Pitman, 1939. 
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for the student who has digested ‘the Cadet System’ 
by Leslie Thrope (same publisher).” 

West. soc. of eng.—Bul., Ap 39, p. 96, 1/3 col. 
F. M. H. H. 

1862. Oelsner, W. Construction 
buildings. System Oelsner. 
H. Tryk. 56 p., 20 fig. 

Génie civil, Ja 14 °39, p. 52, 1/5 col. 

1863. Overton, L. J. Heating and ven- 
tilating. 3rd ed. Ed. by F. Herod. Suth- 
erland Publ. Co., Ltd. 292 p., 182 il. 12s. 

Ind. heat. engy., Ap °39, p. 38, 2/5 col. “Has 
carefully revised the text in accordance with the 
latest developments. This has involved the introduc- 
tion of the subject of district heating, with a number 
of diagrams to illustrate the text. . . Book is written 
in a very clear manner. Steam heating, vapour 
heating and unit heaters are also dealt with as well 
as Plenum and panel heating systems, ventilation, 
drying and dust and fume exhaustion. Three chapters 
are also devoted to central heating by various types 
of hot-water systems.’ 

1864. Owen, Commdr. J. H. War at 
sea under Queen Anne. Cambridge Univ. 
Pr. 316 p., il, maps. $7.50. 

Military eng., N-D °38, p. 470, 2/3 col. “The 
series of ‘studies in this work shows the Mistress of 
the Seas developing the principles she has followed 
since, and at the same time well illustrates how an 
inferior fleet with not so many tasks, can keep a 
much larger one employed and strike some very 
severe blows. The work presupposes that the 
reader has a good general knowledge of the history 
of the time and of British marine geography, more 
for the _professional than the layman, and is a good 
treatise.’ 

. S. naval inst.—Proc., 
Capt. J. H. S. Dresser. — 

1865. Panisset, L. Traité des maladies 
infectieuses des animaux domestiques. 
Paris, Vigot Fréres, 1938. 528 p. Fr. 120. 

Lait, Mr °39, p. 279, 2/3 p. G. Thieulin. + 

1866. Pape-Swift boiler reference book. 
6th ed.-1939. comp. by - Fi. Pape. N. -¥; 
J. S. Swift Co. 344 p., il, tab., diag. $1. 

Power, My ’39, p. 130, — col. ‘New edition 
contains information and data from various manufac- 
turers not mentioned in former issues. Also has 
specifications and capacities of current, obsolete, and 
discontinued types of steam, hot-water and gas boilers, 
together with line drawings and illustrations, giving 
dimensions. Lists trade names, serial numbers and 
individual boiler numbers in each series. Index lists 
over 1000 models of boilers of more than 100 differ- 
ent manufacturers.” 

Heat. & vent., Ap ’39, p. 1/4 col 

(St. Louis (Mo.), J. S. 
index for 1934-39 ed., 25c.) 

(See 3-2820) : 

1867. Partridge, E. A dictionary of 
slang and unconventional English: Slang, 
including the language of the underworld, 
colloquialisms and catch-phrases. solecisms 
and catachreses, nicknames, vulgarisms and 
such Americanisms as have been natural- 
ized. 2nd ed., rev. & enl. London, G. 
Routledge & Sons, Ltd., 1938. 1051 p. 42s. 

Nature, D 24 738, p. 1095, 2 p. “‘Many important 
and perplexing problems, philological, psychological 
and social, are raised in the pages of this dictionary. 
The book provides data that will be eagerly seized on 
by the students of many sciences. . . Naturally owes 
much to its predecessors, but much has been added, 
and many errors corrected. Its genial scholarship 
classes it with Grose. It supplants Farmer and 
Henley, and the philologist, psychologist and_sociolo- 
gist will find in it an inexhaustible quarry of raw 
material.”” A. Ferguson. + 

1868. Paterson, D. D. Statistical tech- 
nique in agricultural research. N. Y., Mc- 
Graw, 1939. 263 p., tab., diag. $3.50. 

Horticulture, Mr 14 °39, p. 148, 1/4 col. 


of 
Copenhagen, 


FP °39, p. 253, 1 col. 


55, ; 
Swift Co., Inc. 


Master 


“A book 
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designed to give the student an understanding of the 
kinds of problems which can be handled statistically 
and of the principal methods which are available for 
the research worker in the fields in which statistical 
methods are applied. . . Book is well printed, care- 
fully indexed and judging from its tabies and its 
diagrams must be well worth the money asked for it.’ 

Tropical agric., My ’39, p. 115, 1/2 p. “‘All the 
standard statistical methods are adequately treated, 
with sufficient detail and examples to enable the 
reader to grasp the method, as well as the simplest 
forms of calculation. The chapter on field experi- 
ments is particularly good, and lays much _ needed 
emphasis on the importance of deciding what you 
want to know, and what is the easiest and most 
efficient way of finding it out, before laying out an 
elaborate and possibly expensive experiment. . . May 
be confidently recommended as a text book to stu- 
dents, and as a reference book to agricultural officers 
in charge of experimental work.”’ J. B. H. + 

1869. Pavie, J. La signalisation sur les 
chemins de fer. (Théorie et pratique des 
enclenchements, vol. 2.) Paris, L. Eyrolles. 
224 p., 201 il. 65 fr. 

Rev. gén. d. Vélec., Ja 28 ’39, p. 98, 


A. S. + 

1870. Payne-Gaposchkin, C.; Gaposchkin, 
S. Variable stars. (Harvard observatory 
mono. no. 5.) Cambridge (Mass.), The 
Observatory, 1938. 382 p., 24 il. $3.25. 

Astron. gesell.-Vierteljahrsschrift, 1st hft. ’39, p. 
14, 2 p. P. ten Bruggencate. + 

Astron. soc. of Pacific—Publ., Ap 739, p. 129, 1 p. 
“Not only attempts a unified view of the general field 
of stellar variability; it also sets forth and partially 
defines some of the very special problems of certain 
groups of stars. A large number of readers will find 
value in one or the other of these two phases, while 
a few will appreciate both.” P. W. Merrill. + 

1871. Penard, E. Les infiniments petits 
dans leurs manifestations vitales. | Geneva, 
Georg & Cie., 1938. 212 p., 75 fig., 6 pl 

Royal micros. soc.—JI., D ’38, p. 297, 1/3 p. ‘Has 
gathered together in this book studies of a number 
of fresh-water Protozoa, carried out not on dead 
organisms in stained preparations but on the living 
forms in conditions as natural as possible. . . It is 
a pleasure to meet with a book which deals with the 
‘living’ organism, and we commend it to the notice 
of those who are interested in the habits and daily 
life of these animalcules.”” R. T. H. 

1872. Pirath, C. Der weltluftverkehr. 
Berlin, J. Springer. il. RM 8. 

Aérophile, 39, P. XXIT, 2/3 col. + 

pve Bl Mr °39, p. 125, 3/4 col. H. B. + 

1873. Pistor, H.,ed. Der augenoptiker. vol. 
3: Einfiihrung in die brillenlehre, by O. 
Henker, rev. ed. by H. Pistor, forewd. by 
A. Kiihl. 372 p., 297 il. Suppl.: Zeichner- 
ische behandlung der geometrischen optik, 
by H. Schulz. 88 p., 102 il. Weimar, 
Panses Vlg. G.m.b.H., 1938. RM 25. 

Zeit. f. ophthalmologische optik, Mr 27 °39, p. 60, 
1 p. H. Hartinger. + 

1874. Poindexter, M. 
aohs. Christopher Publ. 
$4.50. 

Military eng., N-D °38, p. 471, 1/2 col. ‘*Theme 
of this book is that there is or was an Aryan race of 
conquerors which, starting with the Sumerians or 
earlier, spread in all directions. . . Sumerian, Egyp- 
tian, Polynesian, Maori, Mexican, Peruvian, and 
European had the same origin. This. thesis the author 
demonstrates by similarities in language, religion and 
custom, and weaves into his demonstration a history 
of the Peruvians and their Incas. A very serious 
work, with a fact-finding approach, which is the re- 
sult of a stupendous amount of research, much origi- 
nal, which commands respect and makes very interest- 
ing reading.” + 

1875. Progressive educ. assoc. 
in general education. 


3/5 col. 


Peruvian phar- 
House. 339 p. 


Science 
A report of com. on 
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function of sci. in gen. educ., comm. of 
secondary sch. curriculum. V. T. Thayer, 
chairman. _N. Y., D. Appleton-Century, 
1938. 591 p. $3. 

Sch. sci. & math., Ap ’39, p. 394, 1/2 p. ‘A book 
that is certain to have a vital influence in the re-shap- 
ing of the secondary science curriculum. Its point of 
departure from the traditional organization lies in its 
refusal to consider the various ‘sciences,’ preferring 
to deal with ‘Science’ as it affects the adolescent 
and his world. Consistent with all the Progressive 
Education Association’s literature, this work points 
the way to a more complete integration of all the 
school’s materials.” D._ Doub. + ; 

1876. Pye’s surgical handicraft. 11th 
ed. Ed. by H. Bailey. London, Simpkin, 
Marshall, Ltd. 512 p., 362 il. 21s. 

Brit. jl. of ophthalmology, My ’39, p. 361, 1/2 p. 
“A manual of surgical manipulations, minor surgery 
and other matters connected with the work of house- 
surgeons and surgical dressers and is essentially of 
a practical character. Chapters and sections have 
been written by 29 contributors including a barrister- 
at-law, a coroner and nursing sister. There is a 
wealth of clear illustrations.”” + 

1877. Rad6, A. The atlas of to-day 
and to-morrow. London, V. Gollancz, 
Ltd., 1938. 198 p., fig., tab. 10s. 6d. 

Nature, Ja 7 ’39, p. 8, 1/2 col. ‘‘A more accurate 
title would be ‘The Atlas of Yesterday and To-day.’ 
Starting from 1875 the authors picture the progressive 
division of the world by the great powers, the building 
up of colonial empires, the struggle for world mar- 
kets and the control of communications, concluding 
with a brief summary of significant differences in 
religion, race, nationality and forms of government. 
The statistical tables are numerous, concise and in- 
structive, but the reader is left to discover for himself 
which figures are well grounded and which, at best, 
can only be rough estimates.”’ + — 

1878. Raistrick, A. Two centuries of 
industrial welfare. London, Friends’ His- 
torical Soc. 152 p. 6s. 

Metal ind. (London), Ap 21 ’39, p. 445, 2/3 col. 
“Forms a_ history of ‘the London (Quaker) Lead 
Company from 1692-1905, and describes the social 
policy and work of the ‘Governor and Company for 
smelting down lead with pit coal and sea coal,’ 
mainly in Alston Moor and the Pennines. It gives 
a graphic account of the policy of this great English 
mining company, founded in the reign of William IIL 
by members of the Society of Friends. . . All who are 
interested in industrial welfare work, in the social 
and mining history of the Northern Counties, or in 
the association of religious conviction with standards 
of social dealing will find this book full of interest.’’+ 


1879. Raisz, E. General cartography. 
N. Y. & London, McGraw, 1938. 370 p., 


200 fig. $4. 

Am. jl. of sci., Mr ’39, p. 224, 1/2 p. “Is a gen- 
eral working text and handbook, containing many 
helpful suggestions. It briefly sketches the history 
of cartography, discusses scales and projections, sym- 
bols, representation of relief features, lettering, draft- 
ing, and reproduction of maps. The construction of 
graphs and other kinds of diagrams is explained, and 
there are even sections devoted to relief models, 
globes, and lists of the important official map series 
in all parts of the world. Simple language is used, 
and the illustrations, many of them the author’s own 
constructions, are abundant and well selected. The 
bock is a helpful tool, and deserves wide use.” R. F. 
Fling. + 

1880" Reck, F. M. 
American transportation. 
Crowell Co. 253 p. $2.50. 

Railway age, Ap 15 ’39, p. 672, 2/5 col. “A 
popular book on the history and present status of 
transportation in this country written largely for the 
elder-young by a man who has spent the last 12 
years as an editor of ‘The American Boy’. As is true 
of an earlier work by the same author, ‘Automobiles 
from Start to Finish’, the style is clipped and matter- 
of-fact, the information highly concentrated in easy, 
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though quite valid, generalizations. . . It is perhaps 
too much to hope for basic economics and a schol- 
arly approach to fundamental costs in a popular work 
on transportation, but it would seem that the future 
taxpayers and transportation buyers ought to get the 
truth on such matters in the same palatable form as 
Mr. Reck has given them history and romance.” 


isn]. Roles, Geen Rae, Sires 


tural steelwork—1938. Pocket ed. of main 
issue. Comp. by W. B. Scott. Edinburgh, 
Redpath, Brown & Co., Ltd. tab. 

Colliery guard., Mr 31 39, p. 592, 1/4 col. ‘*Tables 
selected in this most useful and well- bt ol publi- 
cation have been such as to combine the maximum of 
general utility with convenient breast-pocket size. 
Within little more than 100 pages are contained the 
chief load data relating to beams and columns, bearing 
and shearing values of rivets, bolts, plates, sheetings, 
weights of materials, and conversion equivalents of 
weights and measures. . This ubiquitously useful 
publication is a model of practical compression and 
a credit to its compiler.” 

(See 4-429) 

1882. Reichsverband der automobilindus- 
trie E. V. , Auto-bucherschau 1938. 6th 
ed. Berlin, Vlg. Klasing & Co., G.m.b.H. 

Automotive ind., Ap 22 °39, p. 519, 1/4 col. “Lists 
all publications in the German language that relate 
to the manufacture, sale and use of motor vehicles 
and appeared during the calendar year 1938. Books 
and publications dealing with the related subjects of 
motor fuels, motor roads, traffic problems, maps, as 
well as works of fiction with an automobile back- 
ground and trade or industrial publications also are 
included. This year’s edition lists 872 titles.” 

1883. Rhenania-ossag mineralolwerke A. 
G.  Shell-fithrer fiir flieger. Hamburg, 
Khenania-Ossag Mineralélwerke A. G. 268 
p., il., diag. 

Aéronautique, Mr °39, p. 


125, 1/5 col. L. K. + 


1884. Rhodesian mining year book, 1939. 


Rhodesia, S. A. Mining Jl. 
Il. 10s. 6d. 
Mining jl. 


Syndicate, Ltd. 


(London), Ap 15 °39, p. 388, 1/4 col. 

“Gives the annual reports of the principal mining 
concerns in Southern and Northern Rhodesia, and 
Katanga, and is illustrated by a number of photo- 
graphs of ‘Leaders of Finance and Industry’. . . The 
Directory section gives particulars of over 800 Min- 
ing, Industrial, and Financial Companies in Rhodesia 
and, South Africa and is followed by a list of 
‘Buyers,’ and an alphabetical list of the principal 
engineering concerns in Rhodesia. Overseas manu- 
jacturers are represented in a revised and amended 
list of more than 3,000 names and the publication 
concludes with a ‘Buyers’ Guide’ which gives the 
names of suppliers of requirements of the Engineer- 
ing, Electrical, and Mining Material trades.” 

1885. Ricken, T. Grundziige der schweiss- 
technik. Kurzegefasster leitfaden. Berlin, 
J. Springer, 1938. 63 p., 97 il. RM 3.90. 

Stahl u. cisen, Mr 2 739, p. 295, 1/4 He 
Lohmann, + 

1886. Robert, P. A. Alpine flowers from 
water colours. Intro. by C. Schroeter. 
London, B. T. Batsford, Ltd. Il., 36 col. pl. 
10s. 6d. 

Gardeners’ chronicle, Mr 25 ’39, p. 184, 2/5 col. 

“The style of the illustrations leans more to the past 
than the future. Yet they cannot be held to be truly 
naturalistic since many of the colours, particularly 
the greens, have an air of unreality. In pattern and 
design they follow the disorder of nature and thereby 
as pictures lack incisiveness which only comes from 
a vigorous selection of essentials.” 

1887. Roberts, T. S. Logbook of Min- 
nesota bird life, 1917-1937. | Minneapolis, 
Univ. of Minn. Pr., 1938. $3.50. 

Canadian field-naturalist, Ja 39, 13, 1/2 col. 
“For twenty years Dr. Roberts has been regularly 
reporting on the seasonal variations of the bird life 
of his state. In bi-monthly instalments he has _ re- 
corded the varying or fluctuating aspects of the 


W. 
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changing seasons, the birds and allied phenomena. 
Here they are all gathered together from their criginal 
publication in ‘Bird-Lore’ with some additions and 
expansions. It makes a most useful history and sea- 
sonal comparison that will be invaluable to Minnesota 
ornitholos gists and to those of broader ecological in- 
terests.” A. T. + 

1888. Robinson, C. S.; Gilliland, E. R. 
Elements of fractional distillation. 3rd ed. 
N. Y. & London, McGraw, 1939. 267 p. $3. 

Chem. & met. eng., Ap °39, p. 231, 1-1/2 
“Comes nearer to fulfilling our requirements in the 
educational world than any other treatise on the 
subject. The third edition starts in as in former 
editions with a brief summary of the phase rule, 
gas laws, solutions, simple distillation and_ partial 
condensation. In order to illustrate this fundamental 
matter, there are chapters immediately following on 
ammonia, benzolized wash oil, methyl alcohol, and 
ethyl alcohol. Perhaps the mest interesting chapters 
from the student’s standpoint are the ones on rectifi- 
cation of binary mixtures, complex mixtures, and 
multi-component mixtures. It is in these chapters 
that a distinct improvement has been made in the 
text over former editions. New material appearing 
in the literature has been well abstracted and ex- 
plained.” D. B. Keyes. + 

Pet. eng., Ap °39, p. 172, 1/4 col. “This revised 
edition of this introductory study of fractional dis- 
tillation includes descriptions and examples of recent 
practices. New material pertaining to treatment of 
binary mixtures, multicomponent rectification, and 
the performance of plate and packed towers has been 
added.” + 

Chem. age, My 6 739, p. 

1889. Rogers, P. L. 
nomics (1939). N. Y,, 
il., 41 tab. $2.50. 

Power, My °39, p. 104, 1/3 col. ‘Problems are 
dealt with as they apply to both industrial and public- 
utility systems. A great deal of the material is pre- 
sented in table form, and in worked out problems 


dealing with power-factor correction.”” + . 
Eiectrician, My 5 ’39, p. 569, 1/2 col. G. W. S. + 


1890. Rollason, E. C.; Turner, T. H.; 
Budgen, N. F. Metal spraying. 2nd ed. 
London, C. Griffin & Co., Ltd. 235 p. 15s. 


Metal ind. (London), Ap 21 °39, p. 446, 2/3 col. 
“The origin, development and applications of the 
metal-spray process of metallisation, with special ref- 
erence to the nature of the coatings, are dealt with. . . 
Details of much of the apparatus which was consid- 
ered modern at the time of the first edition have been 
relegated to Chapter 2, on the development of the 
modern metal spraying pistols, and this chapter also 
contains descriptions of the modern electric pistols 
and the pistols spraying powder and molten metal. 
Chapters 3 and 4, dealing with energy consumption in 
sand blasting, and pressure and consumption of gases 
and metals using compressed coal-gas and oxygen, 
contain entirely new data except for a few pages. . 
Mr. Rollason is to be congratulated on the excellent 
job he has made of revising and bringing up-to-date 
the work of other authors, always a difficult task.”? + 

Metallurgia, My °39, p. 38, 1/2 col. 4- 

1891. Rosanoff, A. J. Manual of psy- 
chiatry and mental hygiene. 7th ed. N. Y., 
Wit? 1938. 1091 p. $7.50. 

of heredity, Ja ’39, p. 31, 1-1/2 p. “For a 
‘i of psychiatry the work is more than usually 
comprehensive in scope. he chief outstanding 
merit . . . is its breadth of view and its revelation 
of the intimate relations of psychiatry to other disci- 
plines, some of which we are prone to think of as 
having little relation to this subject. . . Is one of the 
very few books on psychiatry that give an adequate 
and intelligent discussion of the role of heredity in 
the production of mental defects and disorders. 

On the whole . . . has produced a very broadly con- 
ceived and scholarly work which cannot fail to be 
enlightening even to the professional psychiatrist.” 
S. J. Holmes. + 

1? 


1892. Rouse, L. 
2nd ed. N. Y., Wiley. 


col. 


340, 1/3 col. + 
Power-factor eco- 


Wiley. 143 p., 30 


College algebra. 
462 p. $2.25. 
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Sch. sci. & math., Ap ’39, p. 393, 1/5 p. “Many 
parts have been rewritten, particularly the chapter 
on determinants and the chapter on progressions. A 
chapter on probability has been added. . . The exer- 
cises are sufficiently difficult to keep the student 
interested. The latter part of the text deals with 
such subjects as Mathematics of Investment, Theory 
of Equations, Complex Numbers, Horner’s Method, 
Zero and Infinite Roots, Partial Fractions, etc. 
W. H. Carnahan. + 

1893. Rowan, A. I live again. Lon- 
don, R. Hale, Ltd., 1938. 288 p 

Jl. of aeronaut. sci., Mr 739, p. 226, 1/5. col. 
“The background of many Royal Air Force officers 
is given in this biography. . An informative story 
of the life of a British officer whose aim in life 
was always to go from the known to the unknown.’’+ 

1894. Royal geographical soc. Hints to 
travellers. vol. 2: Organization and equip- 
ment, scientific observation, health, sickness 
and injury. 11th ed. London, Royal Geog. 
Soc., 1938. 472 p. 14s. 

Nature, D 24 738, p. 1100, 3/5 col. “Is to all 
intents a new book. Former editions treated of little 
besides medical and surgical care and hints on the 
scope and methods of scientific inquiry. These mat- 
ters are not neglected and the sections dealing with 
them have been recast. In addition, however, there 
are 13 chapters on organization, clothing, equipment, 
food transport, etc., in fact on every aspect of tlie 
fitting out and management of an exploring party. 
This is perhaps the most valuable part of the book, 
for it embodies the experience of many different 
travellers of recent years. Polar travel looms large, 
but then, as the editor says, it marks a present trend 
in exploration, and so must command attention. 
Volume is valuable in every chapter, an indispensable 
handbook for any traveller off the beaten track and 
an expression of the care and critical judgment of 
its editor.” 

1895. Salzman, L. F., ed. The Victoria 
history of the County of Cambridgeshire 
and the Isle of Ely. vol. 1. (The Victoria 
History of the Counties of Engl.) (Publ. 
for the Univ. of London institute of his- 
torical res.) London, Oxford Univ. Pr., 
1938. 436 p., 21 il. 63s. 

Nature, Ja 14 739, p. 46, 1-1/4 p. “Follows the 
general plan of the History as a whole. It deals 
with the natural conditions, the geology, botany, and 
zoology of the county, and with the evidence of 
human occupation in prehistoric and Saxon times, 
ending with the Domesday record.”’ + 

1896. Sbrzesny, W. Claus Kroncke. 
Berlin, V.D.I. 46 p. RM 2.50. 

Génie civil, Ja 14 ’39, p. 52, 1/5 col. 

1897. Schapera, I., comp. <A handbook 
of Tswana law and custom compiled for 
the Bechuanaland protectorate administra- 
tion. London, Oxford Univ. Pr., 1938. 


326 p., map. 21s. 

Nature, D 31 °38, -p. 1140, 1 p. ‘Places before 
the people of South Africa and Great Britain a 
comprehensive view of the framework in law and 
custom of society among the native population of 
Bechuanaland, and at the same time gives them an 
opportunity of informing themselves of certain aspects 
of the conditions with which the administrative sys- 
tem has to cope in relation to native institutions. 
Moreover it is significant that the inquiry, of which 
Prof. Schapera’s handbook is the outcome, was under- 
taken, as Col. Rey, the former Resident Commissioner, 
points out in his preface, not only at the invitation 
of the administration, which was desircus that its 
officers should have for their guidance a carefully 
tested body of information, based upon scientific meth- 
ods of inquiry, on native law and institutions, but 
also with the approval cf the natives themselves. 
Prof. Schapera is careful to point out that his hand- 
book is not a code.’”? + 

1898. Scharfetter, Das pflanzenleben 
der Ostalpen. Vienna, F. Deuticke, 1938. 


419 p., 37 il., map. 


Bot. gaz., Mr °39, p. 693, 1/2 p. “Is based upon 
the compilation of data from over 1000 references, 
and his observations during 30 years. His area is 
bounded by the Danube and the Po on the north and 
south respectively, a line running through the Lake 
of Constance and Lake Como on the west, and an 
irregular one from Pressburg through Agram and 
Laibach to Trieste on the east. The treatment is 
decidedly technical. The book is therefore of value 
only to persons familiar with the concepts, terminol- 
ogy, and some of the facts of central European 
geobotany for whom it does serve as a_not-too-well 
digested record and summary of the past researches 
on the region, and as a basis for future investiga- 
tion.” C. E. Clmsted. + — 

1899, Schellewald, E. Die montage von 
stahlbauten. Berlin, Springer. 114 p., 106 
fiz. RM 16.80. 

Génie civil, Ja 21 °39, p. 76, 1/6 col. 

1900. Schenck, W. Zur frage der trag- 
fahigkeit von rammpfahlen. Berlin, W. 
Ernst & Sons, 1939. 64 p., 44 il. RM 3.60. 

Dock & harbour authority, Ap °39, p. 179, 1/2 
col. “Deals with a questic n which tas been much 
discussed by engineers, viz.: the value of the point 
resistance as compared with skin friction in piles 
driven into alluvial material. Has studied this 
problem in the light of the modern soil theories of 
Terzaghi. . . Is quite valuable as a study of the pile- 
pressure problem, and _ his suggestions are certainly 
interesting and probably important. ‘: 

1901. Schindewolf, O. H., ed.  Hand- 
buch der palaozoologie. V. 6: Gastropoda. 
Lief. 1, pt. 1: Allgemeiner teil und proso- 
branchia. By W. Wenz. Berlin, Born- 
traeger, 1938. 240 p., il. 45 gold m. 

Nature, D 17 ’38, p. 1057, 1-1/3 col. “The col- 
laboration of nearly fifty specialists, belonging to 
several nationalities, has been secured for this work, 
which it is proposed to publish in twenty volumes, 
the majority of which will consist of several ‘Liefer- 
ungen’. . . General scheme of classification adopted 
is that given in J. Thiele’s ‘Handbuch der systemat- 
ischen Weichtierkunde’ (1929-1935), which is likely 
to remain the standard work of reference on the 
Recent Mollusca for some time to come. Except for 
a series of introductory chapters, which include a 
useful review of modern ideas on gastropod phylogeny, 
the present part deals entirely with the Archaeogastro- 
poda, the first of the three orders into which the 
subclass Prosobranchia is divided. Much of the de- 
tailed classification proposed is certainly new. . . Well 
printed text-illustrations, almost entirely copied from 
pre-existing works, illustrate the most important 
genera.” 

(See 3-2870, 4-1599) 

1902. Schulz, E. O. Grundziige der 
glashiittenkunde. V. 1. Dresden, Vlg. die 


Glashiitte, 1938. 194 p. RM 6.40. 

Am. ceramic soc.—Jl., Ap ’39, p. 99, 1/8 col. 
“S. deals with the chief properties of glass, its raw 
materials and composition, and refractories used in 
the glass industry.” Pee OF 

1903. Seifriz, W. The physiology of 
plants. N. Y., Wiley, 1938. 

Growth, D °38, p. 397, 1 p. ‘The presentation 
is well calculated to arouse the interest of the be- 
ginning student, in a variety of problems. On that 
score it can be highly recommended. . . One is left 
with the feeling that Dr. Seifriz has been so inter- 
ested in dealing with ideas and processes that he has 
forgotten all about the plant. For college under- 
graduates the book has considerable merit, but it can 
hardly be said to really fill the existing need.’ P. I 
White. — + 

1904. Seitz, F. Darstellung von vita- 
minpraparaten. Leipzig, S. Hirzel. 205 p. 
RM 10 

Chem. age, My 6 ’39, p. 340, 1/3 col. ‘‘The last 
4 or 5 years in particular have produced a_ vast 
number of publications on the structure and syn- 
thesis of vitamins which Dr. Seitz has made a praise- 
worthy attempt to sift and summarise. . . The appeal 
of the greater part of the book is to the research 
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worker in the vitamin field but several sections would 
undoubtedly prove useful to food chemists and phar- 
maceutical manufacturers, notably sections C to F 
which deal with vitamin-containing medicaments and 
dietetic preparations (liver oil products, yeasts, ir- 
radiated ergosterol), vitaminised foods (edible fats, 
dairy products, chocolates), vitaminised cosmetics, 
etc.” 

1905. Sevringhaus, FE. L. 
therapy in general practice. 
Bk. Publ., Inc., 1938. 192 p. 

Endocrinology, F °39, p. 282, 1/2 p. “After an 
orienting introductory section the various glands are 
taken up seriatim. The clinical problems centering 
in each are discussed with special regard to differen- 
tial diagnosis. Then the therapeutic resources that 
are available for the treatment of the given disorder 
are discussed. It is to be commended that squeamish- 
ness has been laid aside and various commercial 
endocrine products discussed on their merits, so far 
as these are known. . . For the physician who wants 
a conservative, constructive and reliable discussion 
free from unnecessary technicalities, the work will 
prove both interesting and valuable.” + 


1906. Sherman, H. C. - Chemistry of 


Endocrine 
Chicago, Year 


food and nutrition. 5th ed, N. , Mac- 
millan, 1938. 640 p. $3.25. 
Growth, D_ °38, p. 399, 1/3 p. “To present the 


principles of the chemistry of food and nutrition both 
as an integral part of the study of chemistry and 
with reference to the food requirements of man and 
the considerations which should underlie our judgment 
of the nutritive values of foods and the choice and 
use of food for the advancement of positive health... 
Is very popular with college students majoring in 
science and nutrition.”” + 

(See 2-2816) 

1907. Siegel, G.; Nissel, H. La tarifi- 
cation de l’énergie électrique. Prix de re- 
vient, établissement et application des tarifs. 


Zurich, L’Electrodiffusion. 338 p., il. 130 
ff: 

Electricien, Ap 1 739, p. 163, 1/3 col. 

1908. Sinnott, E. W.; Dunn, L. C. 
Principles of genetics. 3rd ed. N. Y,, 
McGraw. $3.50 

Horticulture, Ap 1 739, p. 180, 1/4 cel. ‘*Whole 
subject of heredity, an explanation of Mendel’s law, 
and the relation of genetics to evolution are con- 


sidered at length in this scholarly and _ scientific 
work.” + 

1909. Slichter, C. S. Science in a tav- 
ern: essays and diversions on science in 
the making. Madison (Wis.), Univ. Pr., 
1938. 186 p. $3. 

Sky, My °39, p. 10, 1 p. “All the essays which 
now form this pleasant book have appeared before, 
some as addresses at meetings of scientific organiza- 
tions, and some as articles in magazines. . Each of 
the essays, varied as they are, is interesting in its 
own way, and to read them will enlarge the philoso- 
pho-scientific horizons of the average reader. . . As- 
tronomers will find that the essay ‘The Principia and 
the Modern Age’ contains much of interest to them.” 
M. Lockwood. + 


1910. Small, J. K. 
eastern states. Lancaster 
Pr. Il. $3.50. 

Horticulture, Ja 15 °39, p. 34, 1/3 col. “This 
posthumous work comprises full technical descriptions 
and general discussions of all the ferns and allied 
plants known to grow in the Southeast, including a 
number of garden escapes, especially in Florida. 
Identification of the plants is made easy through a 
key in which the verbal descriptions are illustrated 
by small drawings, as well as through the excellent 
full- -page drawings of the individual species (by Ruth 
Sinclair George). The quality of the work is high 
in every respect. . . Every naturalist who lives or 
travels in the Southeast will find the book useful.” 
E. T. Wherry. 





Ferns of the south- 
(Pa.), Science 
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1911. Smith, J. Tales of the Kooten- 

ays. eek : fis Col.), The Courier. 
$2. 

Can. min. jl., Ap °39, p. 224, 1-1/2 col. “Is writ- 

ten by a man who knows what he is talking about, 


who is steeped in the atmosphere of his country, and 
who loves its soil and all the human associations 
that lie within its heart. Tells of the building up 
of the Kootenay district, and naturally mining occu- 
pies the centre of the scene. We recommend it 
heartily to all those who are interested in mining 
i and all those who want a good book to 
read.” 

1912, The Snellius-expedition in the 
eastern part of the Netherlands-East-Indies 
1929-1930. V. 2: Oceanographic results. 
Pt. 3: Die ergebnisse der strom- und seri- 
enmessungen. By L. Lek. Leiden, E. J. 
Brill, 1938. 169 p., 78 il. Gld. 15. 

Naturwissenschaften, Mr 24 °39, p. 199, 1-1/6 col. 
G. Dietrich. + 

1913. Soc. of Am. foresters. 
chian sect. A guide to forestry a 
North Carolina, South Carolina, and Ten- 
a W. Maughan, ed.-in-chief. Wash. 
(D. C.), Soc. of Am. Foresters, 1939. 287 
p., ‘IL . 25. 

Jl. of forestry, Ap 39, p..350, 1 p. “Descriptions 
of the various forestry activities have been arranged 
on a functional basis and listed under the agencies in 
charge. The subject matter is presented under eight 
principal chapter headings and includes all the for- 
estry activities of the U. S. Department of Agricul- 
ture, the U. S. Department of the Interior, independ- 
ent federal agencies such as the Civilian Conservation 
Corps and the Tennessee Valley Authority, the state 
forestry organizations, farm forestry extension, tor- 
estry at educational institutions, forestry societies, 
and forestry by private interests. Aerial photographic 
surveys are discussed in an additional chapter. ‘The 
hook concludes with a carefully selected bibliography 
of 21 pages. Report on each agency is introduced 
by a brief history, a statement of its objectives, an 
explanation of its policies, and a detailed description 


Appala- 
activities in 


of each unit ~ forestry work is being done.’ 
Hl. E. Clepper. 
1914. Socinse, R. Faults and failures in 


electrical plant. London, Pitman. 408 p., 


il. 30s. 

Electrician, Ap 14 °39, p. 476, 2/5 col. “Is the 
result of the collaboration of the author with a num- 
her of engineers on the staff of the Brown Boveri 
Co., and it will do much to meet the need which many 
erection and operation engineers must have felt tor 
a comprehensive manual of reference dealing 
faults in electrical machines and control gear. 
hook is divided into 4 main sections, which deal re- 
spectively with machines, transformers, auxiliary ap- 
paratus and materials.” G. W. S. 

1915. Spemann, H. Embryonic devel- 
opment and induction. (Yale Univ.: Mrs. 
H. E. Silliman mem. lect.) New Haven 
(Conn.), Yale Univ. Pr.; London, Oxford 
Univ. Pr., 1938. 401 p. 22s. 6d. : 

Nature, Ja 14 °39, p. 44, 1-3/4 p. “A great book. 
But it is not a book to be read uncritically. The 
best way in which we can render homage to one who 
is perhaps the last great representative of that ‘reine 
deutsche Wissenschaft—Entwicklungsmechanik’, is to 
read and re-read him, framing new hypotheses, which 
may or may not be better than his, for his perdurable 
facts.”” J. Needham. 

1916. Sprigg, T. S Civil aviation as a 
career. London, Newnes. 5s. 

Flight, Ap 6 °39, p. 352b, 1/3 col. “Simply and 
solely a detailed description of all the licences and 
certificates—iwenty-one of them—which can be ob- 
tained by the pilot, the engineer, or the radio oper- 
ator. Thirty-odd pages are given up to appendices 
covering the syllabuses of the different examinations 
and giving a most useful list of the books recom- 
mended for study in connection with the work involved 
on the different licences. Finally, there is also a list 
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of the principal flying, ground engineering and wire- 
less operation training centres, as well as a list of 
the firms in the British aircraft industry where ap- 
prenticeship schemes are in operation.” 

1917, Stamp, L. Physical geogra- 
phy and geology. London, Longmans, 
Green, 1938. 526 p., il., maps, diag. $1.75 

Sch. sci. & math., Ap ’39, p. 394, 1/4 p. “This 
compact volume, filled with a wealth of material and 
well illustrated with excellent photographs, maps and 
diagrams would be a valuable addition to the library 
of every college student of geography. The pages 
dealing with ‘The Physiography of the British Isles’ 
furnish material essential to the geographic inter- 
pretation of the islands of Great Britain and Ireland.” 
V. B. Smith. + 

1918. Steiger, J. U. The mol theory ap- 
plied to combustion. Wolverhampton, J. 
Thompson Water Tube Boilers, Ltd. 21s. 

Engineer, Ap 28 ’39, p. 535, 1/4 col. ‘Says that 
the ‘mol’ theory offers a ready means for a compre- 
hensive investigation of any boiler plant to combus- 
tion engineers. n order to reduce and simplify 
all calculations, the ‘mol’—a unit common to both— 
has been introduced to denote both weight and, if a 
gas, also the volume of a substance.” 


1919. Steiniger, F. Warnen und tarnen 
im Tierreich. Ein bildbuch zur schutzan- 
passungsfrage. Berlin-Lichterfelde, H. 
Bermiihler, 1938. 91 p., 91 il. RM 4.80. 


Naturwissenschaften, Ap 7 ’39, p. 232, 1/2 col. 
W. v. Buddenbrock. + 


1920. Stephenson, M. Bacterial meta- 
bolism. London, Longmans, Green, 1939. 
391 pp. 21s. 

Analyst, Ap ’39, p. 312, 2 p. “This advanced 
text-book is the outcome of a monograph by the same 
author in the ‘Series of Monographs on Biochemistry’ 
published in 1930. The book has, however, been en- 
tirely re-written and the new work of the past nine 
years has been incorporated. . . Aim of the work is 
to choose from the mass of data on the chemical 
reactions brought about by bacteria those facts that 
throw light on the essential chemical processes accom- 
panying bacterial life. . . Is very well written, for 
the author has a complete mastery of this extremely 
difficult and comprehensive subject together with a 
free and unhampered style. If there is anything to 
be desired it is perhaps some sort of summary—chap- 
ter by chapter, or a summary of contents at the head- 
ing of each chapter, to assist the infirmities of the 
reader.” D. R. Wood. + 

1921. Stone, H. A.; Price, D. K.; Stone, 
K. H. City-manager government in San 
Diego. Chicago, Public Admin. Serv. 72 
p. 50c. 

Public mot., Ap ’39, p. 124, 1/4 col. ‘Written 
in case history style, is the first of a series of publi- 
cations based on a field study of 18 council-manager 
cities. The operation of the local government before 
and after the adoption of the manager plan is dis- 
cussed. The report tells why the manager plan was 
adopted, how it was adopted, and how the plan has 
operated.” 

1922. Strock, C.; Hotchkiss, C. H. B. 
Air-conditioning engineers’ atlas. N. Y., 
Industrial Pr. 76 p., 18 col. maps. $2. 

Heat. & vent., My °39, p. 59, 1 col. ‘Consists of 
18 sections, each containing a colored map of the 
United States, accompanied by pertinent data in tabu- 
lar form; of these 18 sections nine deal with winter 
weather conditions and nine with summer weather 
conditions. The maps are zoned to show graphically, 
for all parts of the country, figures on the various 
phases of weather which are of concern to the heating 
and air conditioning engineer, while the tables con- 
tain supplementary | data applying to the larger cities 
and their environs.” + 

1923. Stubbings, G. W. The diseases 
of electrical machinery. London, E. & F. 
N. Spon, Ltd. 219 p. 7s. 6d. 

Electrician, Ap 14 °39, p. 476, 1/3 col. ‘“‘Is in- 
tended primarily for electricians and power plant 
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engineers and contains chapters on basic principles, 
testing, both d.c. and a.c. machinery and _ control 
gear, the ground covered being surprisingly large for 
a book of this size. This is rendered possible by the 
author’s very concise, though technically accurate, 
explanations both of the underlying causes of the 
various possible troubles and the best_ methods of 
avoiding or rectifying them.’”” E. W. Golding. + 

1924. Stubbings, G. W. Elementary 
vectors for electrical engineers. Ist ed. 
London, Pitman. 110 p. 5s. 

Electrician, Mr 24 °39, p, 372, 1/2 col. “Seems 
to have a distinct flair for presenting his subject in 
attractive guise, and the present work is no exception 
to this practice. It is a particularly useful contribu- 
tion because, contrary to the statement in the preface, 
that there is already a considerable number of beoks 
on vectors for electrical engineers, those in English 
dealing ‘exclusively’ with plane vector studies can be 
counted on the fingers of one hand. And there is 
none that is quite so beautifully simple as the book 
under review.” A. S. 

1925. Sust, O Cafeln fiir die umwand- 
lung von winkeln aus alter (sexagesimaler) 
in neue (zentesimale) teilung und aus neuer 
in alte teilung. Stuttgart, ‘KK. Wittwer. 69 
p. RM 3.20 

— f. instrumentenkunde, Ap °39, p. 179, 1/2 p. 


ae 

1936 Sutcliffe, E.D. Richard Sutcliffe, 
the pioneer of underground belt conveying 
Wakefield (Engl.), R. Sutcliffe Ltd. Uni- 
versal Wks. 62 p., il. 

Iron & coal trades rev., Ap 7 °39, p. 631, 1/4 col. 
“Was responsible for some important inventions re- 
lating to coal-cutters and was the first to produce a 
belt conveyor suitable for underground use at col- 
lieries. . . Book concludes with a survey of modern 
Sutcliffe products, and is an interesting summary ot 
one aspect, of underground conveying problems and 
appliances.” 

Colliery quard., Ap 6 739, p. 636, 4/5 col. ‘“*With- 
out professing to be highly technical, the book de- 
serves to be read by all interested in mechanical 
mining, both for its interesting sidelights on earlier 
days and ways, and as a tribute to yet another of 
that band of Victorian hard-headed but strangely im- 
aginative geniuses whoa built the pillars of modern 
trade and commerce.” 

1927. Swann, L. A. Recent advances 
in objective refraction. London, Hatton 
Pr. Ltd. 78 p., 18 il. 5s. 6d. 

Optician, Ap 7 °39, p. 169, 1 col. “The contents 
of this essentially practical little book are the out- 
come of some 15 years of study of ocular refraction 
on the part cf Mr. Swann who has selected only those 
tests and methods which, in his hands, have proved 
their worth in clinical practice.” 

1928. Tansill, D. B. So you're going 
to sell. J. C. Winston Co. $2. 

Am. bus., My 739, p. 62, 1/2 col. “Is broken down 
into short chapters, with many brief paragraphs, 
each of which is used to get over one strong point. 
It is by no means the ordinary theoretical book which 
begins with a dictionary definition of salesmanship 
and wallows in theory and academic dissertation to 
the bitter end. We are convinced that even the ex- 
perienced salesman, with a long record of success to 
his credit, will find much to help him become a better 
salesman and the beginner in the field of salesman- 
ship_ will at it a gold mine of helpful ideas and 
inspiration.’ 

929. Taylor, O. Without penalty to 
capital or labor—A plan to restore pros- 
perity. N. Y., Stock Market Publications, 
Inc. 96 p., charts. $3. 

Railway age, My 6 °39, p. 786, 3/4 col. “Has a 
threefold purpose; (1) to arouse in the investor class 
an interest in the railroad problem both to protect 
capital already committed and to make possible a 
renewed credit market for the carriers by insuring a 
new era of prosperity for them; (2) to present the 
present-day facts of the industry to the public at 
large; and (3) to set forth a remedial program of 
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governmental action. The chief value of this book 
lies in the excellent charts which the writer has pre- 
pared to portray graphically the plight of the carriers 
in the decline of their traffic and revenues concur- 
rently with the arbitrary increase of costs by factors 
outside their control.” 

1930. Ns nein der textilfasern. Ed. 
by K. O. Herzog & IF. Oberlies. V. 4, pt. 
1: Die ines eae Ihre zoologie, biolo- 
gie und zucht. Ed. by F. Bock & L. Pigo- 
rini. Berlin, Springer, 1938. 171 p., 144 il. 
RM 16.80. 

Naturwissenschaften, Ap 14 B. 
Geinitz. + 

(See 4-1629) 

1931. Thienemann, A., ed. Die binnen- 
gewasser einzeldarstellungen aus der lim- 
nologie und ihren nachbargebieten. bk. 16: 
Das phytoplankton des sitisswassers, sys- 
tematik und biologie. pt. 1: Allgemeiner 
teil, blaualgen, bakterien, pilze. by G. 
Huber-Pestalozzi. Stuttgart, E. Schweiz- 
erbart’sche \ Igsbuchhand., 1938. 342 p. 
RM 42. 

Nature, Ja 28 
volume, or part 


39, p. 246, 1 p. 


“The sixteenth 
work on ‘Die 


39, p. 139, 3/4 col. 
of it, of the great 
Binnengewiisser’, or what we have learned to call 
limnology, which the late Einar Naumann of Lund 
and Prof. Thienemann of Kiel began to publish a 
dozen years or so ago. . . This last part . .. deals 
with the phytoplankton, or so much of the fresh-water 
flora as floats or swims; and as the present volume 
includes neither the diatoms, nor the desmids, nor 
the Volvocineae nor many more, there is still a deal 
to come. . . A long chapter deals with Schwebe- 
theorie, that is to say the conditions of magnitude, 
form and density which fit the organism for a floating 
life, and cause or help it to shift its place and depth 
according to time and season.” + 


_ 1932, Thomas, J. M. Theory of equa- 
tions. London, McGraw-Hill, 1938. 12s 
Bap Be a Be phil. mag., Ap °39, p. 515, 1/2 p. 


“Contains the elementary theory of equations together 

with chapters which are preliminary to a proposed 
later book in which the more advanced Galois theory 
will be discussed. It is intended primarily for gradu- 
ate and advanced undergraduate students (see the 
preface) but most of it would be covered in the first 
year of an English honours course in Mathematics. . . 
On the whole, the book is an adequate introduction 
to the theory.” 


1933. Thomas, J. O.; Davie, L. J. Com- 
mon British grasses and legumes. Lon- 
don, Longmans, Green, 1939. 124 p. $2.20. 

Bot. gas., Mr 739, p. 694, 1/4 p. ‘While devoted 


more especially to the common grasses and legumes 
with which the British farmer is concerned, there is 
much in this book that is helpful to agronomists in 
many other countries, because of the wide distribution 
of many of the species listed. Workable keys to the 
vegetative characters of scme common grasses and 
legumes, and clear cut and meaningful illustrations, 
make this brief volume readable and helpful.” K. C 
Hamner. + 

Tropical agric., My ’39, p. 116, 1/3 col. “An ex- 
cellent little book for its purpose, but is not intended 
for the tropical agriculturist. It was written to meet 
the needs of farmers, schools and Agricultural Col- 
leges in Great Britain, and to provide them with a 
handy guide to the identification of the various pasture 
and fodder species in the field.” E. E + (1938.) 

1934. Thomas, W. Elektrotechnik. Ein 
lehrbuch fiir den praktiker. Berlin, Vig. 
d. Deutschen Arbeitsfront G.m.b.H., 1938. 
307 p., 191 il. RM 6.60. 


Electrotechnische seit., Mr 23 739, p. 

. Haberland. 

© 038 Thompson, W. H. 
chemical spectroscopy. London, 
Univ. Pr. 94 p., il, diag. 6s. 

Chem. age, Mr 11 739, p. 183, 3/4 col. “We can- 
not agree that the work is ‘based upon an elementary 


383, 1/3 col. 


A course in 
Oxford 
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laboratory course in chemical spectroscopy.’ In actual 
fact the course is definitely advanced both in theory 


and in practice as a glance at the various experi- 
mental details will quickly show. There are eight 
experiments in all, and they are as follows. . . One 


is rather puzzled to find no reference to the use of 
the spectrograph in industry. The illustrations are 
excellent, especially the photographic reproductions of 
spectra, but some of the diagrams need more explana- 
tion than is afforded.’ 

1936. Tiffany, L. H. Algae: the 
of many waters. Springfield (Ill.), C. C. 
Thomas, 1938. 171 p., 12 fig., 41 pl. $3.50. 

Royal micros. soc—Jl., D ’38, p. 299, 1/2 p. 
“This little book is intended as a popular introduction 
to an acquaintance with the algae for the amateur. 

It should stimulate an interest in the popular study 


grass 


of these plants and the many parts they play in 
nature. The student will, moreover, learn from it a 
great deal about the biology of algae.” R. R. G. + 

1937. Tolkowsky, S. A history of the 
culture and use of citrus fruits. London, 
J. Bale, Sons & Curnow, Ltd., 1938. 371 p., 
113 pl., 10 fig., 5 tab. 21s. 

Tropical agric., My °39, p. 116, 4/5 col. “The 


sort of book that has footnote references to literature 
on every page, and so far as the ordinary reader can 
judge, it shows every mark of being as accurate and 
reliable as a scientific work of reference cought to be. 
Anyone concluding that it is therefore dull will be 
woefully misled. The matter has been most skil- 
fully marshalled into connected chapters to make a 
readable whole, and for the hundreds who will be 
grateful for the scholarship there will, we hope, be 
thousands to thank the author for entertainment.” 
Bw. Bs. 6 

1938. van Tongeren, W. Pt. 1: The 
spectrographic determination of the ele- 
ments according to arc methods in the 
range 3600-5000 A. Pt. 2: On the occurrence 
of rarer elements in the Netherlands East 
Indies. Amsterdam, D. B. Centen’s Uit- 
gevers-Maatschappij, 1938. 181 p., 14 fig. 
$4.50. 

Am, jl. of sci.. Mr °39, p. 223, 1/2 p. “Part I 
this monograph describes, in the greatest detail, 
the technique of the spectrographic determination of 
the elements. Each step in the procedure is dis- 
cussed, beginning with the actual construction of a 
spectrograph in a laboratory and ending with the 
proper development of the plates. The possibility of 
determining sixty-five elements, including all of the 
rare earths, was considered, and known mixtures of 
most of these elements are given in diagrams, with 
the wave lengths of the lines most easily used for 
their identification. Explicit directions for preparing 
samples, and for the proper length of exposure are 
also included. Part IT lists the results of determ‘na- 
tions of minor constituents in over three hundred 
silicate samples from the Netherlands East Indies. 
The printing of the book and the arrangement of the 
material are excellent. Part I, which is obtainable 
as a separate monograph, is valuable as a reference 
bee J. E. Vance. 

939. Tournaire, R. La naissance de la 
oe: by M. G. Urbain. Paris, Nou- 
velle Société d’Edition. 27 fr. 

Génie civil, Ja 14 739, p. 52, 1/4 

Technique moderne, Ja 15 °39, p. 


of 


“ 


Vv Ti, 1/3 col. + 


1940. Troup, R. S. Forestry and state 
control N. Y., Oxford Univ. Pr., 1938. 
87 p. $1.35. 

Jl. of forestry, Ap °39, p. 356, 2/3 col. “After 


a brief review of the classes of forest ownership now 
existing and after a few words on the world’s timber 
resources, there are five capital pages answering the 
question: ‘Is state control justified?’ Then, after 
discussing the possibilities of assistance by the nation 
to the private owners of forests, the author describes 
the actual measure of control now existing in ten 
European countries. . . It gives an insight which is 
not obtainable from any other sources known to me, 
unless it be gained at a great outlay of time and of 
money for study and for travel.” C. A. Schenck. + 
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1941. Twentieth century fund. Debts 
and recovery—A study of changes in the 
internal debt structure from 1929 to 1937 
and a program for the future. The factual 
findings by A. G. Hart, the program by 
the Comm. on debt adjustment. N.. 3 
Twentieth Century Fund, 1938. 366 p. $2.75. 

Am. city, D 738, p. 97, 1/3 col. “This timely 
book, dealing with one of the nation’s most vital 
problems, is a sequel to ‘The Internal Debts of the 
United States,’ issued during the depression by the 
Twentieth Century Fund. The first part of the book, 
Tie Factual Findings, analyzes the changes in debt 
structure since 1929, and their effect on debts of 
individuals, corporations and government. The second 
part, The Program, prepared by a committee of au- 
thorities eminent in the field and of differing interests 
and points of view, suggests ‘policies by which debts 
can be more easily adjusted in the future to the ups 
and downs of the business cycle,’ for the benefit of 
both debtor and creditor.” 

942. U. S. Federal power commission. 
Typical net monthly bills for electric serv- 
ice: Cities of 50,000 population or more. 
Wash. (D. C.), Fed. Power Com., 1939. 
52°p.. 10c. 

Pub. mgt., Ap °39, p. 91, 1/4 col. “Gives the 
rates charged for electric service in 191 cities over 
50,000 population on January 1, 1938, for residen- 
tial, commercial light, commercial power, and indus- 
trial services.” 

1943. U.S. Urbanism com. Urban gov- 
ernment. C. A. Dykstra, chairman. (Suppl. 
rep. to nat. resources com.) Wash. (D. C.), 
Govt. Print. Off., 1939. 303 p. 50c. 

Public mgt., Ap °39, p. 124, 1/3 col. “Content 
of this valuable report is divided into five sections: 
development of urban government, federal relations 
to urban government, federal reporting of urban in- 
formation, associations of cities and of municipal 
officials, and public safety. The report presents in 
summary form a great deal of information on matters 
affecting local government.” 

1944. U. S. Works progress admin.; N. 
Orleans (La.). Dept. of public safety. 
Survey of traffic conditions in New Or- 
leans. N. Orleans, Dept. of Pub. Safety. 
419 p. 

Am. city, Ja ’39, p. 95, 1/4 col. “Is an exceed- 
ingly thorough and comprehensive study of traffic 
activity in that city. Twelve million observations 
were made. Every phase of the problem is covered: 
accidents, traffic volume and flow; speeds; street 
arrangement and design; control devices; traffic habits 
of pedestrians and motorists; parking habits and fa- 
cilities; educational activities. and the administrative 
and enforcement agencies.”’ 

1945. Universal oil products co. of Chi- 
cago. Physical constants of hydrocarbons. 
By G. Egloff. V. 1. London, Chapman 
& Hall; N. Y., Reinhold Publ. Corp. $9 

Pet. times, Ap 22 °39, p. 513, 1/2 p. “Volume I 
. . . covering Alkanes or Paraffins, Alkenes or Ole- 
fins, Alkynes or Acetylenes, and other Aliphatic 
Hydrocarbons, and comprising a digest of about 400 
pages of tabulated data. Melting and boiling points, 
densities, refractive indices, molecular weights and 
structures are set out systematically with adequate 
bibliographical references. . Judging by the first 
volume, just issued, this should be a monumental 
series in this category of the NN, literature.’’ + 

1946. Van Dersal, W. R. Native woody 
plants of the United Seates, Wash. (D. C.), 
Govt. Print. Off., 1938. 362 p., il. $1.75. 

Botanical gazette, Mr 739, p. 693, 1/3 p. “An 
indexed list of several hundred woody ‘plants growing 
in the United States, naming each species as unmis- 
takably as possible, and giving all available data per- 
tinent to its use in erosion control and wildlife con- 
servation. The United States is apportioned into 
thirty-two growth regions which are briefly character- 
ized. . . There are a number of good informative 
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illustrations, an extensive bibliography, and a list of 
the common _ scientific names of woody plants,” 
E. J. Kraus. 

1947, Geceitaes, H.; Becking, L. G. M. 
B. 1587-1937, Hortus Academicus Lug- 
duno Batavus. Haarlem (Holland), Typo- 
graphia Enschedaiana, 1938. 218 p., il. 

Nature, D 10 °38, p. 1013, 2 p. “A work of in- 
estimable value to botanists; for apart from an ab- 
sorbing history of one of the most important of 
botanical gardens, we are offered a wealth of botanical 
information of more general. appeal. . . Text is beau- 
tifully illustrated with sketches by J. Spier, i A. 
Bueno de Mesquita, J. Raphael and Miss M. L. E 
van Weydom Claterbos.”” + 

1948. van der Veer, Kk. Herbs for ur- 
bans—and suburbans. N. Y., Loker Raley. 
95 p. $1.25. 

Horticulture, Ja 15 °39, p. 34, 1/4 p. “Cannot 
by any stretch of the imagination be called a_hor- 
ticultural publication. . . Having grown herbs, one 
naturally wishes to know how they can be used and 
information of this kind to an extent of 95 pages 1s 
contained in this book.” 

1949. Vetter, E. G.  Aecronautics sim- 
plified. Buffalo (N. Y.), Foster & Stew- 
art Publ. Corp., 1939. 150 p. $1.50. 

Ji. of the aero. sci., Mr °39, p. 225, 1/8 col. 
“Should not be regarded as textbook, but merely as 
useful guide in correlating the information gained by 
reading standard books on the subjects listed. . . In- 
cludes a short chapter on the ‘Flight Test,’ giving 
some of the reasons for candidates failure to pass in 
the various maneuvers.” 

1950. Virtanen, A. I. Cattle fodder and 
human _ nutrition. N. Y. & Cambridge 
(Eng.), Cambridge Univ. Pr., 1938. 108 p., 
24 fig. 21 tab. $2.25. 

Am. jl. of sci., Mr ’39, p. 220, 2/3 p. “Represents 
more than meets the eye in the title. It comprises 
four lectures given at the Universities of London and 
Reading by Professor Virtanen, Director of the Bio- 
chemical Institute at Helsinki, Finland. . . First lec- 
ture gives an account of the experiments of the author 
in his studies on the fixation of nitrogen by root 
nodule bacteria and azotobacter, particularly in regard 
to the chemical ‘mechanism of the process. This is 
followed in the second lecture by a discussion of the 
symbiotic relationship existing between leguminous 
and non-leguminous plants. . . Third lecture discusses 
dietary conditions in Finland, particularly in regard 
to the vitamins. . . Author hopes that, by inoculating 
the clover fields with the correct strain of nitrogen 
fixing bacteria, cutting the clover at its most nu- 
tritious stage, and then preserving it correctly, the 
winter milk will have more nearly the same ccm- 
position as the summer milk and thus have its ehect 
on human nutrition.” R. D. Coghill. + 

Tropical agric., Ap ’39, p. 93, 1 col. D. D. P. + 


1951. Waterhouse, T. Transient elec- 
tric phenomena. London, Draughtsman 
Publ. Co., Ltd. 80 p., 40 fig. 4s. 

Elec. rev., Mr 31 739, p. 470, 1/5 col. ‘Though 
somewhat mathematical, is likely to be widely appre- 
ciated. The author deals with transients produced by 
the sudden closing and short-circuiting of various 
electrical circuits and apparatus and, in general, bis 
procedure is to establish the voltage equation of the 
circuit and solve it in order to find the current. 
From this the energy stored in the circuit and the 
voltage across the various components are deduced in 
the simpler cases.” W. O. F. + 

1952. Weisner, L. 
theory of equations. 
1938. 188 p. $2.25. 

Sch. sci. a math., Ap 39, p. 392, 3/7 p. “The 
algebraic theories presented in this volume utilize the 
concept of a field, thereby enhancing the spirit of 
algebra and enriching its method. . . The materials 
of the text are organized logically, and the presenta- 
tion is illustrated by means of numerous examples. 
There is an abundance of well selected exercises. 
The text is heartily recommended to the teachers and 
students of the theory of equaticns.” J. S. Georges.+ 
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1953. White, E. 


A. American orchid 
culture. N. Y., A. T. De La Mare Co., 
Inc. $5. 


Horticulture, Ap 1 °39, p. 180, 1/3 col. “Has re- 
vised, partly rewritten, and greatly amplified a second 
edition of a book which has long been considered the 
outstanding work on orchid culture in America. . . 
Covers a wide range and includes a highly vivid and 
informative account of several orchid collecting trips 
to Costa Rica and the Canal Zone made by Professor 
White. . . A chapter dealing with orchid establish- 
ments throughout the country is particularly werth 
while, including as it does, the photographs of many 
persons whose prominence in the orchid world has 
made their names well known.” + 

1954. Whittaker, C. E. Arctic Eskimo: 
A record of fifty years’ experience and ob- 
servation among the Eskimo. London, 
Seeley, Service & Co., Ltd. 260 p., 16 il. 
l6s. 

Na‘ure, D 3 °38, p. 978, 3/5 col. ‘‘Author is con- 
cerned with the traditional culture of the people rather 
than their present condition, although he glances at 
this incidentally. His most permanent and valuable 
contribution to understanding of the Eskimo and the 
character of their culture, lies in his personal observa- 
tion and contact with individuals, of which his memo- 
ries provide a store. His appreciation of their charac- 
ter with all its good qualities, as well as its weak- 
nesses, is successfully conveyed to the reader. ‘ 
Deals chiefly with the inhabitants of the Mackenzie 
Delta and Hershel Island, and the Copper Eskimo of 
Coronation Gulf, who had not been visited by the 
white men before 1894; but his account of these 
peoples is made the basis of an account of the West- 


ern Eskimo in general.’”? + 
1955. Wilson, E. P.; Ambler, F. W. 
Lon- 


rele notes in organic chemistry. 
don, W. Heinemann, Ltd. 240 p. 4s. 

Chem. age, Mr 11 739, p. 183, 1/4 col. ‘In pre- 
paring these notes for pupils up to higher school 
certificate standard, an attempt has been made to 
present a course containing all the facts and explana- 
tions of importance, but with a minimum of discussion. 
It is intended that the book should be used at the 
end of a course based on standard textbooks. . . Ques- 
tions are given at the ends of the chapters both to 
assist the student in his revision and to indicate the 
type of questions set in the various examination 
papers.”” 

1956. Wilson, N. 
ices. (Institute of 


Public health serv- 
public administration 


(London), Administrative res. ser.) | Lon- 
don, W. Hodge & Co., Ltd., 1938. 243 p. 
7s. 6d. 

Am. city, Ja ’39, p. 95, 1/5 col. “Is concerned 


with cne of the most important functions which local 
authorities are entrusted to undertake. It includes a 
brief historical survey of public health activities in 
England, followed by an examination in some detail 
of the manner_in which county borough councils in 
England and Wales provide the main elements of 
public health service.” 

1957. Wiltsie, J. W. Chronic intestinal 
toxaemia and its treatment, with special 
reference to colonic therapy. Forewd. by 
\W. A. Bastedo. London, ee Tindall 
& Cox, 1939. 268 p. 13s. 6d. 

Brit. of physical med.,. - 39, p. 88, 1-3/4 
col. “tA very interesting book and well worth pe- 
rusal. It enables the physician to appreciate the 
value of colonic irrigation when it is administered 


in a_ scientific way by those possessing medical 
qualifications.” W. K 
1958. Witherby, H. F., ed.; Jourdain, F. 


C. R.; Ticehurst, N. F.; Tucker, B. W. 
Che handbook of British birds. V. 2 
Warblers to owls. London, H. F. & G. 
Witherby, 1938. 352 p., 30 pl. 21s. 
Naturc, D 17 °38, p. 1053, 1 p. ‘“‘Deals with the 
warblers, the thrush family, wheatears, whinchats 
and redstarts, nightingale and robin, hedge- “sparrow 


and wren, the water ousel, the swallow and the swift 
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the kingfisher, the wwood- 
peckers and the wryneck. The cuckoo and its strange 
habits are described. Latter part of this volume 
is given up to the owls—the snowy and the short- 


family, the nightjar and 


eared owls, the little owl, and others. . . A book 
which the amateur bird enthusiast as well as the 
expert cannot well be without, if she or he is to 


~~ up to date in bird- watching and in bird-lore.” 
S. Li 

(See 3-3910) 

1959. Wleklinski, J.; Prochnau, W-.; 
Rajski, C.; Makowski, M.; Wilniewczyc, I. 


Slownik techniczny w czterech jezykach. 


Angielskipolski, francuski, niemiecki. War- 
saw, Ksiegarnia Techniczna; Paris, Béran- 
ger. 603 p. 18 zlotys. 

Génie civil, Ja 28 °39, p. 100, 1/2 col. + 

Tech. moderne, Ap 15 °39, p. X, 1/6 col. + 

1960. Woods, F. S.; Bailey, F. H. Ana- 
lytic geometry and calculus. new ed. Bos- 


ton, Ginn & Co., 1938. 524 p. 

Schooi sci. & math., Ap °39, p. 392, 1/4 p. “A 
combined treatment of analytic geometry and the cal- 
culus, but with an organization of the materials of 


the two courses into distinct chapters.”’ J. S. Georges. 


2c 

1961. World wide broadcasting found. 
Elements of aviation, pt. 1. Boston, Worid 
Wide Broadcasting Found., 1939. 44 p. 

Jl. of the aero. sci., Mr °39, p. 225, 1/4 col. 
“One of the 2 pamphlets which are to be used as 
texis by those who listen to a series of lectures on 
aviation which are to be broadcast by the World Wide 
Broadcasting Foundation in WIXAL’s ‘University of 
the Air’ presentations. Captain Hilding N. Carlson, 
head of Brown University’s Department of Aero- 
nautical Engineering, has prepared the lectures which 
will be broalcast at 8:30 p.m. E.S.T. on Fridays on 
6.04 megacycles.”” + 


1962. Worthington, E. B. Science in 
Africa. London, Oxford Univ. Pr., 1938. 
746 p. 10s. 6d. 

Tropical agric., Ap °39, p. 92, 1-1/6 p. ‘In the 


Foreword. . . Lord Hailey ol oe that the volume 
began as a factual memorandum for the purpose of 
the African Research Survey, but subsequently was 
felt to merit development into its present form—a 
very comprehensive account . . . of the research 
work in progress in Africa today. . . Since the Re- 
search Survey party apparently visited all the French 
and Belgian territories and investigated the work 
which is going on there, British workers in Africa 
will greatly regret that a more detailed account 
could not be given of the scientific activities there.’ 
O. Fk. 


1963. Wyman, D. Hedges, screens and 


windbreaks. London, McGraw, 1938. 249 
p., il. 12s. 6d. 
Gardeners’ chronicle, Ap 8 °39, p. 219, 3/4 col. 


“Was written primarily for residents in the United 
States of America. However, it contains much that 
is applicable to the British Isles, although gardeners 


here may not always see eye to eye with the author. 


The early part of the book describes the use of 
hedges and screens, planting practices, transplanting, 


when to move difficult plants, placing hedges and 
windbreaks, spacing of plants, size of plants to buy, 
care after planting, trimming, how and when to 
trim, the dew of hedges, etc. There is then a 
section devoted to lists of hedge plants according to 
their various uses, followed by a long descriptive 
list of hedge plants.” + 

1964. Zeiss, C. Absolutkolorimetrische 
metallanalysen mit dem pulfrich-photome- 
ter. Arbeitsvorschriften fiir absolutkolori- 
metrische analysen von stahl und eisen und 
leichtmetallen. Jena, G. Fischer, 1938. 94 
p. RM 4.50. 

Stahl u. eisen, Ap 20 739, p. 499, 1/3 col. + 

1965. Zhitkova, A. S. Estimation of 
poisonous gases and vapors in the air. Tr. 
from Russian by J. B. Ficklen. Hartford 





rn 
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(Conn.), “Service to Industry,” 1938. 198 
p., tab. $3. 

Chem. & met. eng., Ap °39, p. 232, 1/2 col. 
“Summation of the analytical methods in use in 
Soviet Russia for controlling noxious impurities in 
the atmosphere in factories and in chemical plants. . . 
Useful tables are given of threshold and fatal toxici- 
ties of the most important substances. The procedures 
are quite detailed and readily followed. Theory and 
methods of computation are also explained.” + 

1966. Zimmermann, E. Werkstoffkunde 
und werkstoffpriifung. 2nd rev. ed. (Bibl. 
d. ges. technik, no. 457.) Leipzig, M. 
Janecke, 1939. 183 p., 153 il. RM 3.60. 

Inst. of metals—Mo. jl., Ap °39, p. 168, 1/3 p. 
“Textbook for engineering ‘and other students is in- 
tended as a review of the most important materials 
of construction, from the engineer’s point of view, 
i.e., mainly as regards the choice of material for a 
given purpose. More than half the text is devoted 
to the structure and properties of materials. . . Re- 
mainder of the text deals with testing. . . A very 
fuil and up-to-date bibliography concludes the book, 
including 527 books and papers (all in German). 
D. G. Sopwith. + 
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Verhuetung erb- 


1967. Zurukzoglu, S. 
B. Schwabe 


kranken nachwuchses. Basel, 
& Co., 1938. 346 p. 

Ji. of heredity, Mr 39, p. 115, 1 p. “In coopera- 
tion with a number of well known Swiss scientists, 
mostly physicians, discuss . . . the problems in Switz- 
erland related to measures tor the purpose of reducing 
offspring among those unfit for parenthood by reason 
of disease, hereditary defects or asocial characteris- 
tics. . . An appeal is made throughout the book to 
physicians, social workers, the clergy and the edu- 
cators for a wider education of the public on matters 
of hereditary aspects of a variety of diseases and 
the dangers and ill-effects of inbreeding in many ot 
the rural sections. . . In some 80 pages the author 
brings a very painstaking review of the important 
legal documents related to eugenic _ sterilization 
throughout the world, the texts of the existing and 
proposed laws, as well as the pronouncements on 
sterilization in regard to the Roman Catholic and 
Protestant points of view. The book also contains a 
very extensive bibliography of the pertinent literature 
on hereditary aspects of a variety of diseases, on the 
legal medical aspect of the question, as related to 
the set-up of the Swiss Commonwealth, and on socio- 
logical topics.” M. E. Kopp. 
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